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| LONDON: PUBLISHING OFFIOR, 22, PATERNOSTER ROW, per anaum, | 
| Tada, ers, 104 Yount D. 23, Murray Steet, and 31 Warren Street. Paste: 
al | Vavvs J. Borvaau, Librairie Etrangère, 22, À. Autun & Co., Unter den Linden. 
"__OENTRAL STATIONS | 
UGHT, — PRIVATE INSTALLATIONS fitted oomplete.  // an 
—ALTERNATORS & CONTINUOUS CURRENT VA 
MACHINES—KAPP’S PATENT. Bells, 
“The KAPP “CENTRAL STATION” DYNAMO. hws 
nf Arranged for Direct Coupling or Belt Driving ©: INSTRUMENTS, 
es «KAPP-WILLANS ” COMBINATIONS. um 
| | Two-Rôle, de Maldipolar Type. 
BATTERIES. 


AGCUMULATORS. 


| The “D.P.” Latest 
IMPROVED DESIGN, 
HIGH RATES 


SINGLE or DOUBLE CARBONS, 
‘FOCUSSING or NON-FOCUSSING. 


| ——SUBMARINE, UNDERGRO 
| LEADS. AERIAL, "TORPEDO, and so 


ELECTRIC LIGHT CABLES OF DISCHARGE. 
and INSULATED LEADS 
_POLES, INSULATORS, 


ELECTRIC LIGHT purposes. 
JOHNSON & PHILLIPS’S Patent 
FLUID and TERMINAL INSULATORS. 
SHACKLES, &c., and all descriptions of the 
_ ordinary form, in Porcelain or Brownware. 


CABLE MACHINERY AND GEAR. 4 


Of all descriptions, for the complete equipment of 
TELEGRAPH CABLE FACTORIES and VESSELS, 
including Stranding, Closing, Tape, Yarn & Compound 
Serving and Rubber Covering Machines, &c. 
PICKING-UP & PAYING-OUT MACHINERY, Dynamo- 
meters, Bow and Stern Gear, Cable Tanks, Telegraph 
Buoys, Grapneéls, Centipedes, Mushrooms, Rope and Chain 
‘Fittings, Cable Leads, Gable Drums, Hauling Gears, Splicing and 
Jointing Tools, &c., &c., Steam and Hand Wire Sounding Machines 
À for Deep and Shallow Water. | 
_ Sole Makers of TROTT & HAMILTON’S PATENT GRAPNEL ROPE 
and TROTT & KINGSFORD’S PATENT INDICATING GRAPHEL. 


TELEGRAPH PLANT AND_ MATERIAL. 


| SYSTEM of INSULATION 
| i UNDERGROUND MAINS. 
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JOURNAL AND ELE CTRICAL. RE 


LCANIZED INDIA-RUBBE 


EVERY. DESCRIPTION. 
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QUALITY AND VALUE. 


PROMPT DELIVERY, 


TOWN LIGHT! NG: 


“SILVER MEDAL, INTERNATIONAL ELECTRIC EXHIBITION, 1889, : 


; 


ui : > 
‘ F 

i . 

. 


 Glecirical Wire and @able Wlakers, 


| Bridgewater Street Iron Works. 
Salford Electric Wire Works. | | 


_ LONDON: 10, HATTON GARDEN, 


‘OWNERS: OF CARDEW PATENTS 


CARDEW YOLTMETER 


Adopted by ths LONDON - ELECTRIC SUPPLY CORPORATION and tae — | 
PRINCIPAL HIGH TENSION SUPPLY COMPANIES. 


DRAKE & GORHAM, 2. FRINGES MANSIONS, 


VIOTORIA ST. SW. 


Over 150 Installations, 


INCLUINNG 


‘AND CENTRAL STATIONS, 
.: HAVE BEEN ENGINED BY 


¢ +2 


ELECTRIC LIGHT 


od STEAM SHIPS, WAR VESSELS, FACTORIES, MANSIONS 


MANCHESTER | 


CAB LES AND WIR 
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ls are in 


LIGHT 


\ WROT IRON 
| Z OR STEEL. 
| É GAS. STEAM.WATER, 
| \ . BOILER TUBES, | 


JOORRAL AND ELECTRICAL REVIEW. 


ALL CLASSES. OF". ENGINES 
MANUFACTURED BY | 


, RANSOMES, SIMS & JEFFERIES, Lo 
Er. SBESTOS € Q., sovsz, BILLITER ST. 
| » Queen Victoria Street.) 
4 . 7. are made ‘at our 
ASSESTOS TUBES à CEMENT, for Electric Light Leads. Of the best possible description. 
ASBESTOS FIRE-PROOF PAINT, for protecting wood- 
Mines in both ITALY PATENT SALAMANDER LUBRICANT, for Dynamos, àc. 
FREDERICK SMITH CO. 
CALEDONIA WORKS, HALIFAX. 
BEST REFINED TELEPHONE WIRE. . 
PATENT GALVANISED TELEGRAPH WIRE. 
SPECIALITY:-TELEGRAPH WIRE, TO ALL SPECIFICATIONS. | 
COPPER WIRE, hard drawn, conduettrity long lengths. WIRE and TAPE for 


“Catalogues and Prices on application, 
LONDON > E.C. 
FINE ASBESTOS PAPER, for Dynamos, & | Works, near London, and are 
‘The ONLY COMPANY work, troughs for leads, &c, Specify “SALAMANDER” Brand. 
and working Asbestos ,.sesros‘covERED WIRES. - - _ 47 and 49, South John Street ; 
and CANADA. ss; PACKING, NON-CONDUCTING COVERING for Bollers,àc. Street; ST. PETERSBURG, Gostinoe Dvor. 
Contractors to Der Wajesty’s Government & Railway Companies 
100 Ib. COILS, HIGH CONDUCTIVITY. | 
&e. 


Manufacturers of Mics. Goods for Electrical and 
CONTRACTORS TO HER MAJESTY’S ene 


PATENT OFFICE. 
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Wm. M. FOXCROFT 


(Successor to the late W. Fonoroft, also P. Lucas), 


= | Telegraph and Telephone Case Manufacturer, 


| 166, FLEET STREET, © 86, PEROIVAL STREET AND 9, SMITH STREET, 
DON. | CLERKENWELL, LONDON, E.C. 
"PATENT OFFICE SUCCESSOR TO (Omces-PEROIVAL STREET). 
a ROBERTEON, 2-60. | mngie Boodle, Boll, Seanter, 
M SE “| PAMPHLET OF COSTS GRATIS. Photometer, Telephone Cases, Battery Boxes, &c., &c. 


i FORTY-TWO YEARS SPECIAL PRACTICE PRIZE MEDALS, LONDON, 18M; PARIS, 1, si 
WITH INVENTIONS. 4012 À | 


WM 


| TUBE- -works.GREAT-BRIDGE 


LONDON OFFICE:46G.QUEEN VICTORIA 
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THE TELEGRAPHIC JOURNAL AND RLECTRICAL REVIEV 


TELEPHONE No. | 
TELEPHONE. | TELE À 
W. T. HENLEYS TELEGRAPH WORKS ¢ 
"LIMITED, | 
27, MARTIN'S. LANE, CANNON STREET, LONDON, Al | 


HIGH TENSION. LOW TENSION | 


FOR BOARD TRADE RULES 
AND 
FIRE OFFICE REGULATIONS. 


WORKS: 


NORTH- WOOLWICH. 


ELECTRIC LIGHT. 


= 


| 
| 
| 4 
| 000 
ADN 
| 
a 
x | TORPEDO, 


on. | 


FOR DIRECT OR 


Prof, SILVANUS THOMPSON says:—‘This is the Electrical Engineers Lamp.” 


FACTS! 


The Crompton- Howell Electrical Storage Co., Ltd., have erected, or are pe 


| 
| 


CENTRAL STATION BATTERY 


in connection with Central Stations supplying 


300,000 Lames. 


| These Batteries act as a reserve for the above, or will run , 


50,000 Lamps 


direct without machinery. 
QUOTATIONS FREE. 


COMPANY, LIMITHD. 


MANSION HOUSE BUILDINGS, LONDON, EC, 
|  Works:-NEW DOCK, LLANELLY. 


Telegraphic Address: ‘“ POROSITY, LONDON. Telephone 1,668. 


4, VICTORIA MANSIONS, WESTMINSTER. sat 


RNAL AND ELECTRICAL REVIEW. | 
e | 
S | 
| 


ELECTRICAL 


E IN G A INT D. 
SOLE MANUFACTURERS UNDER LICENCE - MANUFACTURERS OF 


FLETCHER’S WATCHMAN’S TELL-TALE 


ANNUNOIATORS, &c.,. 
(as largely used by the L.& N. W. Railway and other Companies), 


B Y-EMMOTT DYNAMO. Single Needle, Block and Morse Instruments,” 
WARBURTON AND CROSSLEY’S RELAY. INSULATED WIRE, _ 
EDMONDSONS CALOULATING MACHINE, SEMAPHORE AND LIGHT REPEATERS |! 


Silver Medal, Inventions Exhibition. ELECTRIC BELLS AND INDICATORS, , 


\ 
4 


Are prepared to undertake sub-contracts for the installation of concentele wiring : 

. for trade firms. They are making this system their entire speciality, and can sun ; 
a saving to contractors over the ordinary system. . 

ses | Full information at 41 & 42, PARLIAMENT STREET, § W. 


SPECIAL CHARCOAL IRON SHEETS. DYNAMO PLATES. TRANSFORMER STAMPINGS, 
Charcoal Iron Wire. TURNER BROS., Mild Steel & Bessemer Steel Forging 


Wrought Iron Magnet Forgings. Rolled and Forged Shafting, 


Sheet Steel, Tool Steel, Files, &c. 134, Upper Thames St., LONDON. Brass and Copper Rods and Tele : 


Bar Iron & si Hoops, Plates, &c. IRON AND STEEL, Wrought Iron and Steel Tubes, 
HXCHLSIOR 


THOMAS BARRACLOUGH & OO. Ltd. 


| 


For Nickel and Silver Plating, Brassing, Electro- 


VATS, ANODES, AND COMPLETE OUTFITS. 


MANGANESE | CARL OPPERMANN, 2, Wynatt St, Clerkenvel 


CARBONS. 


TALE, slices, pencils ; MICA, lump, cut, and powdered, 
ISTIFF & SONS, 


GEO. G. BLACKWELL. 
Works: GARSTON. Chief Office: 25 & 27, Irwell Chambers, LIVERPOOL. 
Telegrams: “ BLACKWELL, LIVERPOOL.” TELEPHONE 95. 4057 
| LAMBETE LONDON, 
A HRB ONWS. | 
H. & F. CHAMBERLAIN, _ Testimonials show 80 to 60 meltings each 
Manufacturers of Pure Carbon Points, Tubes, Filters, STONEWARE INSULATORS, 


Cells and Battery Plates of every description. LARGE STOCK OF ALL PATTERNS AND SIZES. 
SWITCH BLOCKS, FUSE BLOCES, 


BARN Sti, ES . | Vitrified Tubes for Electric Wires, Porous Cells, Battery Jars 
Telegraphe Address:—“CARBON BARNSLBY.” 3508 Every kind of Electrical Stoneware. 


AWARDS:—PARIS AND VIENNA ELECTRICAL EXHIBITIONS, 


ANDREWS PREECE, 


BLECTRICAL ENGINEERS & CON TRACTORS, 


MANUFACTURERS OF THE 


à ARC LAMPS, SWITCHES, 
prepared free of oneal 


TT 


BOROUGE MILLS, MANCHESTER. BOM, 


BRADFOR D. 


MAGHETO BELLS, SWITCH BOARDS, || 


BATTERIES OF ALL KIND@| 


PLUMBAGO CRUCIBLES, | 


| 


| 


| 
| oF . | 
FE | 
| 
| 
ig, T 
STRANDING AND MAKING COA. 
Globe Works, Rochdaié Koad, Manchester. 1960 J 29 LITIGTOUR 
| 1 4 
| 
2 = | | 
| 


| 


<a Bute Street, Cardiff. 


. THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. “qi 


AND : : 


READY FOR IMMEDIATE 


50,000 ft. 11 mm. 12 in. CORED CARBONS 
| | Ad. per 
30000. ,  6insonD , 
1| 50,000 ft. 12mm.12in. CORED 
| Od. ft. 


SPECIAL RATES QUOTED FOR QUANTITIES. 


© ARS OF RITHER {1 or 12 mm, FOR TRIAL, SENT ON RECRIPT OF POSTAL ORDER FOR 2e. | 


WOODHOUSE 


UNITED, LIMITED, 


88, QUEEN VICTORIA STREET, LONDON, E.C. 


H, Piccadilly, BRADFORD, YORKS; Cornbrook Telegraph Works, MANCHESTER; Strand Works, CHISWICK, W.; 
and Union Foundry KIDSGROYE. 


LIGHT, POWER TRACTION 


| (IMMISCH, SPRAGUE & JULIEN PATENTS). 
for Electric Lighting 
DY N A M OS + LR PUBS of Power, &c. 
ELECTRIC LIGHTING ut. 
ELECTRIC on tHames 
WINDERM 
ES ‘For sALE OR HIRE. 
Estimates and Full Particulars on Application. a + | 
Agents for Scotland: Messrs. MAYOR and 
COULSON, 56, George Square, Glasgow. 
Yorkshire and North of England: Mr, C. A. 0 


SHUTE, Portland House, Eastbourne, Darlington. roy (@ © ) | © \ 
South Wales: Mr. BE. J. $4, West 


I 


Immisch Motor in Combination with 
NEWALL’S PATENT PORTABLE DRILL. 


TH GENERAL ELECTRIC POWER & TRACTION CO., Lo, 


(Late M. & CO.) 


Head Office: 35, NEW BROAD STREET, E.C. Works: KENTISH TOWN, N.W. 


| 
| 

TERS, | 
| 

‘ 

G8, | 
Forgings, 
à Tubes | 

abes. 
| 
ig, &c., | 
(enwel. 
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TELEPHONIC APPARATUS 
: OF EVERY DESCRIPTION KEPT IN STOCK. 


INSULATORS, IRON WORK AND ALL MATERIALS FOR TELEPHONE & TELEGRAPY 
LINE CONSTRUCTION AND RENEWAL IN STOCK. % 


Estimates and Plans FREE for PS ‘Fizing, and Maintaining Telephones and Lines any distance, Town or Country, 


UNIVERSAL: TELEPHONE CO, 11, Queen Victoria St, Renda to 


CHE REIC ALS. 


ALL KINDS FOR ELECTRICAL WORK, and also for INDIA-RUBBER & GUTTA-PERCHA MANUFA oTUR 


Supplied and Shipped at shortest motice by 


G. BOOR & Co. 1 & 2, Artillery Lane, Bishopsgate, aU 


CONTRACTORS TO THE POST OFFICE WAR OFFICE, ADMIRALTY, INDIA AND NEW ZEALAND OFFICES AND LEADING TELEGRAPH COS. 


We Cables 


Tanners, Curriers & Leather Merchants, 


Electrical Instruments, 


PARK ROAD LEATHER WORKS, | 


JOHN WHITE SONS 


Leeds, 187 ; Paris, 1878; Bradford, Amsterdam, 1883 À | 
= sn ‘TED ELECTRIC. WIRE) 04 
Patent V or Triangular and 

quae Later toe, | O. FRAZER'S EXECUTORS, 


Specialities PALACE PLAIN WORKS, NORWICH. 
al For Electric Machinery. 


Selected by ti the to the Leather Belting for the 
Machinery in the Electric Light Department of the Inventions Exhi- 
bition, 1885, and again in the same Department for the Colonial and Indian 
1886. 


“FOR DRIVING THE MACHINERY IN THE ELECTRIC LIGHT ae 
DEPARTMENT OF THE 1 
INTERNATIONAL INVENTIONS EXHIBITION OF 1835. 

” The following particulars relating to a portion of the Main Belts for Driving the 

Machinery in the Electric Light Department of the International Iuventions Exhibi- 

tion of 1885 may be of interest, showing such combined results in Belt Driving as | EL ERTRIC CABLE CASINGS 
have probably never been previously attained :— 


Lengt wid Speed. 
No. 1-10 feet 10 inches 2,885 feet per minute COVERINGS. 
“a .. .. 2,585 feet ” es ee ” TOTAL 
No fect X 34 inches fet © 119 | SPECIAL PATTERNS ON SHORTEST NOTIGÉ 


1000 FEET AND UPWARDS CARRIAGE PAID TO LONDON 


JOHN WHITE & SONS supplied the Main Drivin Belts 


THE BRADFORD TECHNICAL SCHOOL EXHIBITION, 1882. 
HUDDERSFIELD,  , wal WILKES 


SALTAIRE BXHIBITION - .- - 4887. | 
ial awarded Cole MEDALS ON ALL THE OCCASIONS for complete de 
efficiency, | LONDON 


INDING 


ELECTRICAL ENGINEERING 


TELEPHONES 


=| (Successors to JOHN anp Wm. ROPER), 

F. J. A. MATTHEWS. BRADEORD. 

CONSULTING, ELECTRICAL, ‘wre MECHANICAL EN ENGINEERS 
PATENT SHORT ARC LAMPS. ELECLRO MOTORS. 
HORIZONTAL DYNAMOS. ELECTRIC MINING | 
VERTICAL ELECTRIC LAUNCHES) |) | 
OVERTYPE MEASURING INSTRUMENTS 
Slow Speed, : No Sparking, GOLD MEDAL AWARD," | 


High Efficiency, Inexpensive. CATALOGUE AND PRICES ON APPLICATOR 
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| 
| 
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R. HORNSBY & SONS, Lro._ 


CATA LOGUES 


and 


 ESTIMATES 
Post free on application 
to 


Spittlegate Tron Works, 
GRA HAM ; 


= 


LONDON. 


‘compound Underneath Type, 25 to 225 I.H.P. Compound Coupled Horizontal Type, | 30 20 to 300 LH.P. 


PERFECT GOVERNING A SPECIALITY. - 
4 ENGINES FOR ELECTRIC LIGHT. i 


JULIUS SAX 


(ESTABLISHED 1855), 


ru ENGINEER AND ELECTRIC LIGHT CONTRACTOR, 


RIDGMOUNT STREET, STORE STREET, LONDON, W.C.- 


SPECIALITIES. —Electric Bells, Burglar Alarms, Patent Automatic. Fire Alarms, 
Watchmen’s Clocks, Water, Gauges, Electric Indicator and Light for Onreiages, Billiard 
Markers; Gas Lightérs, Lightning Conductors, a Automatic . ‘Bells for 
Fire AStations, General Electric Lighting. =§ 


ESTIMATES FREE ON APPLICATION. 
Telephone N ©. 3848. | Telegrams: “SAX, LONDON.” | à 


Co, 


ELECTRICAL ENGINEERS, 


= “= Heaton Works, NEWCASTLE- ON “TYNE. = 


COMPLETE CENTRAL STATION 


London Representative : LA. CAMPBELL sw TON, 66. Victoria Street, Westminster. 


Telegrams: ““DUNAMIS,” LONDON. | _. Telephone No. 3156. 
361 
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PHOSPHOR BRONZE 


Patent CASTI NGS, 


Phosphor Bronze 


for Springs, Ropes, Screws, 
Rods, Sheets, &e., Bearings, Bashes, 
and other wearing parts 
of Machinery 


Wire 0 Great Tesi sragh | 
High Coin for 


THE PHOSPHOR BRONZE CO, 


LIMITED, 


87, ‘Sumner Street, Southwark, London, S.E. 


BEWARE OF SPURIOUS IMITATIONS, FALSE REPRESENTATIONS, AND INFRINGEMENTS OF OUR PATENT i, 


12, Wharf Road, City Road, London, N., | | 
TELEGRAPH AND PNEUMATIC ENGINEERS AND CONTRACTORS. a 


FOR THE SUPPLYINE, ERECTING, LAYING DOWN AND MAINTENANCE OF OVERHEAD AND UNDERGROUND WIRES FOR 


TELEGRAPHS AND ELECTRIC LIGHTING. 


COMPLETE ELECTRIC LIGHT INSTALLATIONS. 
PNEUMATIC TUBES FOR THE TRANSMISSION OF PAPERS,. &e, 
| FITTED WITH ENGINES AND PUMPS COMPLETE. 

REID BROS.’ “ PATENT ” PNEUMATIC CASH SYSTEM for the transmission of COINS, &c. 

Makers of Radcliffe’s Pateat Electrical Signal-Locking Apparatus, and Patent Flectrical Passenger and Guard Communicaticn. 


CONTRACTORS TO H.M. GOVERNMENT FOR SUBMARINE MINING APPARATUS AND ALL ELECTRICAL 


TESTING AND TELEGRAPH INSTRUMENTS. 
Manufacturer of Submarine Cables, Wire, Tron Pvles, Instruments, Batteries, Insulators, and Stores of every Description. 39 


Why go on using closed iron Fireproof Cases Betra. 
circuits when a 

EL HP, Price. | Lun pe. Price. 
| HEDGEHOG 2 | 8 0 | 
3 8 0) 250 | 10 | 0 0 | 
_ TRANSFORMER 840 | 400 |16| 0 
Costs half, and has a fifth of | | 4 | 42 48 | 

the waste of power ? 150 | 6 | 17 17 | 1000 | 40 | 70 0 0 


Sizes under 2 H.P. by the dozen only. 


The two-lighter is a specialty for street 
"3 lighting, price with case and brackets complete 


Broom Hall Works, 


TEDDINGTON, ENGLAND. 


£2 12s, saving more than its cost in secondary 
leads. 


Above 400 lights not stocked. 3688 


Patent Silicium. : | 
| | | 
| Bronze and Silicium Conne 
& and Telegraph Lines & Oller | 
SOLE PROPRIETORS NAD Electrical purposes. || 
© Ÿ Of the British and Colonial Patents, O y É 
Q 
| 
CE | 
SWINBURNE! 


| 


LE 


Accumulator? 
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DORMAN & SMITH, 


~ 


ELECTRICAL ENCINEERS, 
Manufacturers to 
all the principal Contractors. 


BRAZENOSE ST. 


MANCHESTER, 
England. 


? 
e 


The names of ee whose announcements are ordered for a series, are | entered under any 


Auctioneers and Valuers ( Mechauleal). 
Wheatley Kirk, Goulty Sup. 11 


Batteries. 
Birmin gham Tele. 


Sup. 7 Dorman & Smith .. 
Electric Stores, Ltd. Sup. 3 Electrical Accessories Co.  .… . 
India-Rubber Co... - … Faraday & Son 28 
& sie The Paiste Switch 3 
dole up. 
battery Jar Jars. Bourne d B. Verity Sons … 1 
Bel Tele. Factory Woodhouse & Rawson United 7 & 18 
Poole & Whi Engines for Electric Light. 
W. H. Bailey & Co. ... 18 
Woothouse &Baweon United 7419 | Co, 
à Bons White & Sons. Davey, Paxman & Co. ... ... 12 
Books. Grifin Gas Engine” 
ri ngine 
BE. & F.N. + Sup. 15 R. Hornsby & Sons 
Whittaker & Co. . eee eee Sup. 15 Marshall, Bons & Co. eee eee 
Cabinet Work.—W. M. Priestman’s ngine... Sup. 2 
Castings.—J. & J. Hughes … ... 14 efferios 
Chemleals.— G. G. Blackwell Hayward Tyler & Co. 
G. Boor & Co. wi & Robinson... 
Dynamos. Andrews & & Preece Fibre.—David Moseley & Sons ... 16 
1 lass.—Genl. Elec. Co.(@, Binswanger) Sup. 10 
Gülcher Electric Light & P.Co. 15 Poole & White 17 
. H. Holmes & C oo. «= Ou. 11 Woodhouse & Rawson United 7 & 13 
& Philipe ‘s+ s+ | Imeandescence Lamps. 
FM ‘Ne, it & Co 23 Bernstein Electric Lamp Co. ... 14 
4 = ewton & Co 17 Brush Electrical Engineering Co. 12 
6 Poole & White 17 
C. A. Parsons & Co, eo oe Sunbeam Lamp Co. 
Roper’s Electrical Eng. Co. … 8 Woodhouse & Rawson United 7 & 13 
Ernest Scott & Co. 19 Woodside Electric Co. ... Sup. 9 
Woodhouse & United & 18 
Rie. CombCo.Sup.11 | Rubber, G. P. & Tel. Wis. Co. 24 
& 16 D. Moseley & Sons  … 16 
Electrical Eng and Insulators, &c. 
Acme Electric Works … 19 i ham Tele. Factory Sup. 7 
Birmingham Tele. Factory Sup 
J.D. F. Andrews & Oo. .. Poole & White Sup. 17 
Andrews & Preece Price, & 
pleton, Burbe y & Williameon Sup. 18 
me Emmott & Co, ... 6 Tele 
ectrical En Co. 12 Telegraph M &R oll United “7 Th 3 
Bitumen Co. 15 | Jron and Steel.—Turner Bros. D 
& = 20 Géo. E & Co. Sup. 14 
Elliot 2 | Lubricants. -W. H. Willeox & Co. 
te Bros. up. 20 . 
nk: Elec. P. & Traction Pd 7 | Magnet Steel.—G. P. Wall... oo ae 
. Co. à Sup. 18 — Electricians. » 
ubber & Telegra orks Co.24 irmin up. .. 
Johnson & Phillips. 1 Burckhardt & Richter 
Co 23 Co. eee eee eee 
nh ooper ate 23 gon ces eee eee 
Phipps Dawson 12 Dorman & Smith .. 
Parsons & Co. Elliott Bros. 11 
id Bros. ... Hartmann & Braun Sup. 4 
Julius Sax | International Eléctric Co. Sup. 4 
. Ernest Scott & Co... 19 Rankin Kennedy ... 17 


Appleton, Burbey & Williamson Sup. 18 
Benham & Froud... 


Brompton Elec. Fittings Co. oe. 


but if repented under other headings, Gel. per week is charged for each additional entry. free of charge, 


onal entry, 


Drake & Gorham Sharp& Kent ... 
J. Stiff & Sons (Boxes only) ... 6 Swinburne & Co.. w- 10 Laurence, Scott & Co. ... ... 28 
‘Woodhouse & Rawson United 7 & 13 Telegraph Mtg. Co, 3 Muirhead & Co. | 
es ec m er Bros. 9 
Are Lamps. 4. olmes 1 Woodhouse & Jas. Pitkin... 
F.M. Newton & Co. ... … Lieht farbons. Poole & White Sup. 17 
Planet Elec. seering Co. . & F. Chamberlain … 6 Richard Fréres Sup. 6 
Poole & White Sup Gel. Elec. Co., Ld. 6. Binswanger) Sup. 10 Julius Sax 9 
Woodhouse & ‘Rawson United 7 & 13 Johnson & Phillips 1 ssh Mfg. Co. ... Sup. 2 
Asbestos. Bell’s Asbestos Co. 20, 21 Poole & White 17 pe 
United Adbestos CO... 3 ‘ Woodhouse & Rawson United + & 13 Walsall Electrical Company 
Electric Light Fittings. Jas. White... 


_* Woodhouse & Rawson United 7 & 13 
Mica.—R. McG. Buchanan & Co, Sup. 6 
Wiggins & Sons 3 


Co. 
_ Giilcher Electric Light &P.Co. 15 


4 M. Rogers... 14 
Pole Finding Paper.—O. Berend & Co. 8 
Poles.—Joseph Aird (wrought tron & Steel) 3 

Johnson & Phillips (Wood and Iron) 1 


Porcelain Appliances. 
Dorman & Smith ., : 
Genl. Elec. Co. , Ld. (0. Binewanger) 10 
Poole & White one Sup. 17 

Taylor, Tunnicliff & Co. ... 
_W. Wood & Co. 
Woodhouse & Rawson United & 18 


Railway Signals —Saxby & Farmer 12 
Sthools, &c.—School of Elec. Eng. 
Elecl. Standardising, &c., Inst. Sup. 
Screws.—Davis & Timmins 
A. Stokes & Co. ... ove 
Stampiogs.—Harold & Jenkins 


rmingham Tele. Factory 
Johnson & Phillips ove 


Julius Sax... , … ove 
Telegraph Mfg. Co. 
Telephones. 
niversal Telephone Co. 
Tools, Churchill & Co.... 
Square Drilling Machine Co. 
Taylor, Taylor & Hobson 
Tubes.—Joseph Aird ... eee 
To bines.— F. Nell eee 
Wire (Covered). 


. Factory Sup. 7 

Fowler Waring Cables Co. 14 

W. T. Glover & Co. 2 

W. T. Henle s Telg. Works + 

Hooper’s Tele. & In.-rub. Works Sup. 1 

London Electric Wire Co. Sup. 1 
Okonite Company 

Phillips Bros. _... ove 

Phosphor Bronze Co. ... 

s Poole & White eee eee Sup. 17 

Tel h Mfg. Co. 

_ United Wire Co. 8 

Woodhouse & Rawsoù United 7 & 18 


Wire (Uncovered).—Davis & Timmins 22 
Ramsden, Camm & Co. ... a” 29 


woe te 


F. Smith & Co. … : … see 3 
| weak à 
C. Frazer’s Executors ... 8 
Genl. Elec. Co., Ld, (&. Binswanger) Sup. 10 
Poole & White 17 
Vigers Bros. 


Woodhouse & Rawson ‘United 7 & 18 


BOooK ADYERTISEMENTS APPEAR on PAGE is er SUPPLEMENT. 
MisozzLaweous ADVERTISEMENTS relating to Situations, Articles for Sale. and Wanted, de., Se, appear on Sup.-11 (middle of paper). 


CROMPTON. & CO, LIMITED, see sur 20. 
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THE TELEGRAPHIC JOURNAL AND “ELECTRICAL REVIEW, 


ELECTRIC LIGHT FITTINGS. 


| SPECIALITIES IN DOMESTIC LIGHTING.—Decorative Fittings, Reading Lamps, Vertical ‘i | | 
Works: 3 & 10, NEWMAN MEWS, | | 
INTERLOCKING THE LOCK AND BLOCK. . 
0 ehave  — of combining the “Lock” and pa connection between 


SAXBY & FARMER, Railway Signal Road, KILBURN, LONDON, N. bei 


‘DAVEY, PAXMAN & Co., Engineers, COLCHESTER, 


Devote special attention to 
STFAM ENGINES AND BOILERS REQUIRED FOR ELECTRIC LIGHT INSTALLATIONS 


taf Wind- 


= 
ae ike 
Prt 23 
| Horizontal High Pressure Con et Com 
S Engine. 12 to 100 
Eh Conpoundizigme PARIS EXHIBITION, 1889, 
eapest, m urable an Catalogues 0 edals and One Siver Medal 
most reliable in the market. for their Steam Engines and Boilers 


DAVEY, PAXMAN & CO., Engineers, 
Lonpow Orricx: 78 [late 189], QUEEN VICTORIA STREET, E.C. 


LIMITED. 


THE BRUSH ELECTRICAL ENGINEERING 


Efficiency, Simplicity, Durability, Extra Large Wearing Surfaces, Secetel: 
Lubricating Arrangements. Perfect Accessibility for ee 
From 6'6 I.H.P. — 


Works: LAMBETH, LOUGHBOROUGH AND VIENNA. = 
Pa Head Office: 112, BELVEDERE RD., LAMBETH, SE. 


ELECTRIC LIGHT FITTINGS 
The Best, Cheapest & mos 


of in 
London 


(TRADE SUPPLIED) 


ENGINEERS AND CONTRACTORS. 
COMPLETE INSTALLATIONS, OR WIRING ONLY 

4 CARRIED OUT PROMPTLY, ALL WORK GUARANTEED. 
Offices & Show Rooms 53Berners Street VV. 


WORKS: WELLS. MEWS, OXFORD gt W. 
TELEPHONE N° 8979 TeLecRAMS DETECTOR, LONDON” | 


SPECIAL TERMS TO THE ‘TRADE. | 


cD ELECTRIC LIGHT 
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NAVAL EXHIBITION,. Chelsea, S 


Opens 2nd May, 1891. 


11€ -Patron—HER MAJESTY THE QUEEN. 
THE PRINCE OF WALES, K.G., 
Honorary .Admiral of the Fleet, &c. : 
Vice Presidents— 

Admiral H.R.H. the DUKE OF EDINBURGH, K.G., &c., and others. 
Chairman—Admiral SIR W. M. DOWELL, K.C.B. 
Vice-Chairman—Admiral SIR W. H, STEWART, G.C.B. 

Hon. Secretary - Captain ALFRED JEPHSON, R.N. 


Bankers—LONDON & SOUTH-WESTERN, Ltd: =" 


OYAL NAVAL EXHIBITION, Chelsea. 


Grand display of Fireworks and all Decorative Illuminations of Grewite 
(thousands of coloured lights) by! Pain & So 


OYAL NAVAL EXHIBITION, Chaise 
t Balloon ascent on Saturday, May 9th and each gg À — 4 


Importan 
weather permitting)—60,000 cnbic feet, carrying 


Holloway. 


à» 


Sone NAVAL EXHIBITION, Chelsea. 


ose to Grosvenor Road Station,’ où the L: and L.C. & D. Gnesi ‘|. ” 
UNRIVALLED PATTRACTIONS. —The : ‘ahdgrounds |: - 


collections of models of Ships of War and Ships of Mercantile Marine— 
CUS wads of H.M.S. “Victory” and Eddystone Lighthouse, on whicn will be 
barning the most powerful light in the world—Monster Ordnance (guns of 67 tons 
and 110 tons) Machine Gun Firing, To oes, kxhibition of Diving, &c., Luke 250 
fet long by. 150 feet wide, on which Mimic Combats between models of two Modern 


aisplaye in the arena—Performances by = of N eptune Opera à 
we | re 
Paie sn and Panorama of Trafalgar, Action on Lake between Model Battle Ships. 
OYAL NAVAL EXHIBILION, Chelsea, S.W. 
. Within a few minutes of Sloane Square Station. 
SEASON TICKETS (which include oa mt yor on the o ning day) One Guinea. 
Special proportionate reductions (to be obtained on ly on application to the Honorary 
tary ‘at he Exhibition) for Season Tickets issued to members of the same family 
living in the same house. 


OYAL NAVAL EXHIBITION, Chelsea, S.W. 
Omnibuses from Victoria Station to the dcors 
Books containing 24 Transferable tickets ot admission on 18, days, price 21 
Admission Lu week Keg from May 4th, except Wednesdays, by payment at the 
Wedn 
and oldies half-price on ls. days. 
Tickets may be obtained on all the usual Ticket Agents and Box Offices, at the 
principal Kailwuy Uflices, &c 


MAKER OF EVERY CLASS OF 


Gcrew, Terminal and Turned Parts, 
Also any Description of 
ELECTRICAL OR MECHANICAL AUTOMATIC MACHINES. 


SOLE 1 MANUFACTURER OF THE ENGLISH REMINGTON TYPE WRITER. 


h-Class Machine Screw Cutting, &c. 
Wheels Cut to die in from, , or Brass. 


OPEN TO TAKE AGENCY FOR AnY MECHANICAL OR ELECTRIC MAGHINE. 
Works: 34, Eagle St., Red Lion Square. 


-JOU 


&o- 


PATEN 


MACHINE For ENGRAVING, 


DiV IDI CS, 


12222] 
“MANUFACTURED BY . 


TAYLOR, TAYLOR & HOBSON, 


SLATE STREET 6, SOUTHAMPTON ST. 
WORKS, HIGH HOLBORN, 
LEICESTER. LONDON. 


HOOPER’S TELEGRAPH 
INDIA RUBBER WORKS. 


Offices: 31, LOMBARD STREET, LONDON, E.C. 


Works: MILLWALL DOCKS, E. 


Manufacturers of TELEGRAPH CABLES, 


HOOPER’S CORE and Insulated Wire for ELECTRIC LIGHT 


AND OTHER PURPOSES. 


India Rubber Sheet and Tape, Pure or Vahinien). 


Jointing Materials for Electric Light Wires, &c. 


LONDON WIRE 


ANCHOR WORKS, PLAYHOUSE YARD, GOLDEN LANE, LONDON E.C. 


Manufacturers of 


COVERED WIRES & CABLES 


OF ALL DESCRIPTIONS 


FOR ELECTRICAL INSTRUMENTS, ELECTRIC LIGHTING, 


BELL AND THLHPHONEH WORE. ÆoO.m 


| | D 
=f | 
| | | 
| Fic 
| | | | | 
| | À RU | 
Cover Relics, Arts Gallery containing one of the finest collections ever got together | cs 
| VA] = wETAY | | 
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JENKINS, 
© 30 & 81, St. Swithin’s Lane, LONDON, E.C.. 


Telegraphic Address: “ SymBozize, Lonpon.” Cable Address: “Jocantry, LONDON.” 


STAMPINGS 


BEST. CHARCOAL IRON FOR ELECTRICAL MACHINES 


AND FOR ALL TYPES OF DYNAMOS AND TRANSFORMERS. 


ARMATURE DISCS TRANSFORMER 
m 
2to50in.diam., ~- .STAMPINGS 
with any in all 
Size of Centre Hole am 
and keyways. apes & Gauges, 


ALL OUR STAMPINGS ARE SUPPLIED FLAT, FREE FROM BURRS, WELL ANNEALED AND TRUE TO GAUGE, AND IN ALL GAUGES 
. SUITABLE FOR ELECTRICAL PURPOSES. 
Enquiries for Prices will be promptly dealt with on receipt of specifications. 


OIL ENGINE 


+ coup MEDAL AWARDED, —_ (Priestman’s and Humes’ Patents). 


EDINBURGH, 1890. 4 | USING COMMON MINERAL OILS ONLY. 
SPECIALLY SUITABLE FOR ELECTRIC LIGHTING. 


Printing, Pum Sawing, Threshing. Chaff Cutting, Corn Crushing, D:iving 
ping, and Paint : and other Mil Mills, &c. = — 


NO COAL. NO GAS. NO STEAM. NO BOILER. 
NO SPARKS. NO SMOKE. NO DANGER. 
| ii No extra charge made for insurance. | 
FIRST PRIZE AWARDED FOR SMALL FARMER’S MOTOR, PLYMOUTH, 1890. 
Agricultural Soctety’s liver Metal Fullest Particulars on application to— en 3358 
Works HULL.  PRIESTMAN Bros., VICTORIA ST. EC. 


CABLES 


CONTRACTORS TO— 
The Admiralty, Our sialic are in use in all parts of the 
The War Offic, world giving satisfaction. Every possible care is 


| Sond UE Ge. taken throughout the processes of making and testing ; 
Colonial Govts., and the quality may be relied upon by Contractors 
Railway Cos., and Shippers. 
Telephone Cos., When you require ANY description of Wire or 
+ Cable for 


TELEGRAPH, TELEPHONE OR ELECTRIC LIGHT 


Circuits, kindly favour us with an enquiry, 
London Office : J _— 


- 44, QUEEN VICTORIA THE TELEGRAPH MFG. CO. Lro, 
HELSBY, NEAR WARRINGTON. 


_ 
TRADE MARK 
(REGISTERED), | 
| 
| | 
| 
| 
| 
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THE PAISTE SWITCH. 
100, 000 in daily use. 


The movement breaks and completes 
the circuit in an instantaneous manner, 
preventing arcing or charring of the con- 
tact parts. Mounted on China, with cover 
and handle of same material; also on 
Porcelain, with metal cover. Correspon- 
dence invited. 


2222222 


A. REYROLLE, 


40, UNION MEWS, UNION STREET, MIDDLESEX 
HOSPITAL, LONDON, W. sou 


Offices : 


Works: 
98 & 400, QUEEN VICTORIA STREET, CITY NEWTON HEATH, MANCHESTER. 
Telephone 1,560. 


MANUFACTURERS OF EVERY DESCRIPTION OF 


INSULATED WIRES AND CABLES, 


OKONITE, VULCANISED RUBBER, GUTTA-PERCHA AND COMPOUND. 


iso Laminated & Compound Strip for Dynamos. 
SPECIALITIES IN FLEXIBLE CABLES AND CORDS. 


HE Company’s Factories at Passaic, U.S.A.,and Newton Heath, Manchester, are the largest and most 
complete insulated wire works in existence, and the machinery employed is the result of many years’ 
experience, both British and American. The Company are the actual manufacturers of the wires and cables 


mentioned in their Catalogue, which will be sent post free on application. Conductivity and insulation of 
every class listed are guaranteed. 


CONTRACTORS FOR CENTRAL STATION INSTALLATIONS. 


EUROPEAN AGENTS FOR 
The NEW YORK BELTING & PACKING CO. Ltd. 


| 
MECHANICAL RUBBER GOODS OF EVERY DESCRIPTION. 
A. VAUGHAN-STEVENS, Managing Director. 


THE BEST DRY YET PRODUCED 


Telegraphs, Electro-Motors, 
Telephones, Railway Signals, 
Electric Bells, Medical Appliances, 
Burglar Alarms, Ship Uses, &c., &c. 


ADVANTAGES CLAIMED :—Polarises slowly and depolarises rapidly ; No chance 
of local action, creeping or bursting; High E.M.F.; Low internal resistance ; 
A remarkable ampéreage ; Does not deteriorate while out of action. 


PRICES AND PARTICULARS ON APPLICATION TO 


ELECTRIC STORES, Lro. 51, Cannon St. Lonnon, L c. 
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THE INTERNATIONAL ELECTRIC 60, 


. Sole P. pot of MIX & GENEST, Limiter, 
34, ALDERMANBURY, LONDON, E.C. 


ALL SIZES®  \ 


ICATOR: 


"MECHANICAL and NEW ERA PENDULUM MOVEMENT! 
| REPLACEMENT! | (Registered No. 162,129). | 


IN STOCK. | 
COMPARE OUR PRICES AND HIGH GLASS FINISH WITH THOSE OF OTHER MAKER, 


BROMPTON ELECTRIC FITTINGS 


148, BROMPTON ROAD. 
MANUFACTURERS (UNDER PATENT) OF 


CONNECTORS ADAPTERS 


FOR USE WITH PORTABLE LAMPS WHERE WALL SOCKETS ARE NOT FIXED. 


Manufactured tosuit all the well-known makes of holders and plugs. A boon in bed-rooms lighted only by bonnets 7 
Write to Manager for samples and particulars. 


SUPPLIERS OF ELECTRIC LIGHT FITTINGS FOR ALL PURPOSES. 


ESTIMATES GIVEN FOR INSTALLATION WORK WITH OR WITHOUT FITTINGS. 
CATALOGUES anes PRICE LISTS ON APPLICATION. LIBERAL TERMS TO THE [TRADE 


BROMPTON ELECTRIC FITTINGS Co., Ld. , 148, Brompton Rd. S.W. 


HARTMANNT BRAUN 7S 
 POCKE T | 


YVOLT-METER 


FOR TESTING ACCUMULATORS. 


—— 
| | 
ill i — 
> 


ACCUMULATORS ARE CHARG- 


TWO-THIRDS FULL SIZE, | 61, FORE STREET, LON DON, EC. ING OR DISCHARGING. 
SCALE TO 3 YOLTS, GRADUATED IN TENTHS. ee ONE QUARTER FULL SIZE. 


PATENT 


SELF- BINDERS 


THE “ELECTRICAL REVIEW: 


Tis Self-Binder, or Reading Case, is intended to hold ELsormiCal 
Reviews of any number until the half-yearly volume is com 
pleted and ready for permanent binding, the width of the 
back being widened or contracted by sliding the back cover i 
or out as desired. 


To be obtained at the Exzcrrican Review office, 23, Pater 
noster Row, London. 


Price 6s., Post Free (in Great Britain) 68. 6d. . 


| Cheques and Money Orders to be made payable to 
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CONTRACTOR TO THE LORDS OF THE ADMIRALTY, 
INDIAN GOVERNMENT, &c., 


ACTON HILL ELECTRICAL WORKS, LONDON, 


INSTALLATION 
SPECIALITY. 


MANUFACTURER 
OF EVERY 
DESCRIPTION. OF 


MOTORS, 


ARC LAMPS. 


| 

APPARATUS, GUARANTEED. 
DYNAMOS, 
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| DIRECT-READING AMMETERS ANO VOLTMETERS WITHOUT ANY PERMANENT 
| : GREAT REDUCTION OF PRICES 
Prices-AMMETERS. 


RICHARD F RERES use), conpon, Ec.” 


AMPERES. iain. | Dial | 
Oto 25 rk 
Oto 50 2100330 
Oto 75 2150360 
0 to 100 2180380 
0 to 150 3 013150 
0 to 200 or 250 not made! 4 OO 
0 to 300, 800 ” ” 410 O 
0 to G00, 780, 1,000 | ., + 6 00 


Prices -VOLTMETERS. 


VOLTS, 


= 


é te ical Engineers for the n d. | £ d. 
correctness of thelr Indication (aald “corrcctness bein guaranteed = Oto 75,190 | 3 6 315 |ments, Fressure Gauges, Tachometers, Yoltmeteryin| 
ONK PER CENT. of the measnremeat e . : , me'ers, Energy Meters, &c., manufactured. Pateniy 
Being WITHOUT ANY PERMANENT MAGNETS, they do not require] 0 to 300 » » | 415 [and in use all over the world. 


No 1 Size: | No. size. 
4}-in. Dinl, | 7-in, Din]. 


All kinds of Indicating and Self-Recording 


recalibrating. 


R. MOGOUNE BUCHANAN & Co. 


Samples and Quotations on receipt of Patterns and 


WHOLESALE MICA MERCHANTS, Specifications. | 
9, Minoing Lane, London, E.C. Special Department for Chemicals used by 
Telephone No. 11,147. Telegrams “ Boulanger.” For Electrical and all other purposes. | Electricians. sess 


THE ELECTRICAL 


THE WORK UNDERTAKEN BY THIS INSTITUTION IS AS FOLLOWS :— 


STANDARDIZING, TESTING TRAINING INSTITUTION 


Standardizing Electrical Instruments. 
Testing Electrical Instruments. 
{| Inspecting Installations. 


1 
| 


Reporting upon New Inventions and Apparatus. 
Training Electrical Engineers. 
Experimenting on behalf of Inventors. 


For full particulars apply to the Secretary, Faraday House, Charing Cross Road, W.C. 
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THE OLDEST ESTABLISHED WEEKLY ELECTRICAL PAPER 


ESTABLISHED 


1872. 
THE TELEGRAPHIC JOURNAL AND 


Published every FRIDAY, Price 4d. 
TO BE OBTAINED BY ORDER FROM ANY NEWSAGENT IN TOWN OR COUNTRY. 


22, PATERNOSTER ROW, LONDON. 


Telegraphic Address: “AGEEKAY, LONDON.” Code ABC. Telephone No. 517. 
| All Letters should be addressed to the Proprietors, H, Alabaster, Gatehouse & Oo. 


SUBSCRIPTION RATES.—In Great Britain, post free, year, 19s. 6d. Toall Foreign Countries (except those mentioned 
below), per Year, £1 Is. 8d.  Exceptions.—Abyssinia, Aden, Borneo, Ceylon, India, Java, Labuan, 
Persia (vid Brindisi), Philippine Islands, Singapore, Zanzibar, to which the rates are: per Year, £1 8s. 10d. 

VOLUME XXVII. can now be had bound in black cloth, gilt, at 12s. 


BLNDIN Mi Subscribers’ numbers bound for 8s. 6d. each volume, including case. CASES.—Cloth Cases for Binding can be hed. 
price 28. . each. 


the Publishers, Price 68., or Free by Post (in Great Britain) 6s. 6d. 


Berlin: Asaze & Co., 5, Unter den Linden. 


NOTICE TO ADVERTISERS. 


The following are the latest times up to which Advertisements can be received for 
publication in current week’s issue:— 


New Advertisements, or Alterations to existing ones, Wednesday 2 p.m. 
Small Announcements for middle pages Thursday 2 p.m. 


ADVERTISEMENT RATES ON APPLICATION. 
Cheques and Post Office Orders (on Chief Office, London) tn he made payable to Mr. Wf, ALARARTER, 22, Paterna ter Row, F.C. 


~ 


ELECTRICAL REVIEW. 


Mozambique, Penang, | | 


READING CASES, to hold from One to Twenty-six Numbers, till the Volume is complete for Binding, can now be had from || 
FOREIGN AGENTS.—New York: D. Van NostTeann, 23, Murray Street. Paris: Veuve J. Boyveau, 22, Rue de la Banque | 
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TELEGRAPH 


FACTORY, 


LIMITED. 


we 


No. 3.] BIRMINGHAM, st MAY, 1891. Serres. 


MANUFACTURERS OF 


Poles, Pole Chaire, Iron Standards, Stay Rods, Struts, 
Swivels, Spurs, Wall Plates, Channel Iron Arms, Oak 
Arms, Pole Clips, Pole Brackets, Angle Brackete, 
Chimney Brackets, Saddles, Roofs, Finials, Caps, Iron 
Hoods, Hoop Guards, Wire Guards, Lightning Points, 
Pole Steps, Angle Plates, Staples, Nails, Washers, 
Insulators, Shackles, Insulator Bolts, Cables, Wires, 
Leads, Printers, Sounders, Keys, Single Needles, 
Bright’s Bells, “ A B C” Instruments, Duplex and 
Quadruplex Apparatus, Telephone Magnetos, Trans- 
mitters, Receivers, Generators, Electric Bells, Indica- 
tors, Pushes, Burglar Alarms, Mining Gongs, Fire 
Station Switchboards, Street Pillars and Wall Boxes, 
Night Watch Tell-Tales and Thermostats. Batteries, 
Screws, Terminals, Cabinet Case Work, Testing Appa- 
ratus, Construction Tools, and every description of 
Apparatus connected with Telegraph, Telephone and 
Electric Signal Engineering, &c. 


OUR NEW CATALOGUE 


of 250 Pages will shortly be issued, to the trade only. 
This Catalogue is entirely new and original in design 
and style, and is illustrated by over 500 blocks, cut in 
the best style by well-known Engravers. As we are 
only printing a limited number of these Catalogues, 
we should be glad if all those who are desirous of 
having a copy would apply direct to us at once. 


PRICE 5s. 


Telegraph Address : “ INSULATOR, BIRMINGHAM,” 
Telephone, No. 4094. | 


Managing Director : 


Mr. J. SLATER LEWIS. 


THE 


Birmingham Telegraph Factory, 


LIMITED. 


FRIDAY, Ist May, 1891. 


TELEPHONES. 


IN view of the increasing demand for Telephonic 
apparatus, we have, for several months past, been 
busily engaged in fitting up special workshops with 
new and improved machinery specially constructed 
for turning out large quantities of Telephone Instru- 
ments, Fittings, &c. We have also engaged the 
“vices of a practical Telephone expert, and are 
now in a position to execute orders for all classes 
of Telephonic material, including exchange switch- 
boards, small switchboarde, magnetos, transmitters, 
recelvers, and batteries. In addition to these it will 
vd observed, on reference to the first paragraph on 
: 8 page, that we are manufacturers of every descrip- 
on of material for out-door construction, most of 
supplied from stock. CRAN 


DOUBLE POLE RECEIVERS. 


WE give this week an illustration of our Double 


Pole Telephone Receiver. This instrument, as stated 
in the foregoing paragraph, is manufactured entirely 
by ourselves, and large numbers have been supplied 
to the leading electrical engineers in this country and 
abroad. | 

We guarantee that these instruments are, in point 
of workmanship and articulation, unequalled by any 
in the trade. The whole of the metal parts are highly 


polished and nickeled, while the central cylinder 


and the end and ear pieces are of polished ebonite. 
A double magnet of special construction is used, and 
is firmly fixed in position by a heavy binding screw. 
The coils are both wound to one exact resistance, 
and are so placed as to give the most effective 
results. Each receiver is thoroughly tested and 
adjusted before leaving our ‘works, and merely 
requires placing in position. We shall be prepared 
to take back and pay carriage on any telephone 
receivers which do not fully bear out the above 
description. 


DIAPHRAGMS. 


WE now manufacture our own diaphragm plates, which 
are specially made and finished for telephone work. 


We can supply these plates in all sizes, and at the 
lowest market prices. We also supply packing 


rings, either in brass, rubber or wadding. We shall 
be pleased to give quotations for either plates or 


washers in any quantity. - 
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LARGE SWITCHBOARD, 


WHICH HAS BEEN MADE UP FOR 


THE CENTRAL SUPPLY STATION IN MADRID, 


Comprises pn Sets of Switches for TWO Dynamo Machines of 1,800 Amp., and FOUR Machines of 
1,200 Amp. each, so that each Dynamo can be switched on to any branch of the three-wire system 
Each Dynamo is connected with an Ammeter, Shunt Resistance, and to an extra Resistance divided into 
20 gradations for the artificial loading of a steam engine for testing purposes. At one side voltmeters 81° 
attached with large dials, so that the scales can be read off from a distance, and which show the mean B. MF 
of the circuit. Against the back are the connections of the feeders, together with the safety plugs. 


ONLY BEST QUALITY OF MATERIAL AND WORKMANSHIP. 
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NEW TELEPHONE No. 6770. Telegraph Address : “ SECOHM, LONDON.” 


NALDER & Co... 


CONTRACTORS TO if H.M. GOVERNMENT. 
ALARGE SELECTION OF TESTING AND MEASURING |} INSTRUMENTS KEPT IN STOCK. 


MANUFACTURERS OF 
ELECTRICAL 


LAND OR MARINE USE. 


SWITCHBOARDS, 


DISTRIBUTION 
BOARDS, 


FUSH BOARDS. 


AMMETERS 


AND 


VOLTMETERS. 


| 


| 


P.O. Resistance Coils, with Bridge. Imyroved Pattern Tripod Galvanometer. P.O. Portable Galvanometer. 


THESH INSTRUMENTS ALWAYS IW STOCK 


16, RED LION STREET, CLEREEN WW EL I. 
(Two Minutes’ walk from Farringdon Street Station). 


THE WOODSIDE 
INCANDESCENT LAMP. 


2 WATTS PER 
C.P. 
FROM 
200 to 2,000 C.P. 


WOODSIDE ELECTRIC 


KELVIN BRIDGE, GLASGOW.. 


Telegraphic Address: ‘‘ INCANDESCENT, GLASGOW.” 
PRICES ON APPLICATION. 


These Lamps were used for Lighting Grand Concert Hall, &c.,* 
Edinburgh Electrical Exhibition. 
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TELEPHONE NO. 
‘1887. 


Telegrams: “ ELECTRICITY,” 
London. 


INDUCTION,” 
Manchester. | 


“WEDGE” contact SWITCH. 


THE BEST QUICK MAKE AND BREAK 
SWITCH IN THE MARKET. 


PRICES. 


1401 carrying 25 Amperes, Lis. Gd. 1 1406 carrying 200 Amperes, 2Os. Od. 

20s. Od. | 1408 400 6Os. Od. 

14405, 4100. , 25s. | 1409 , "Os. Od. 

1405 150 30s. | 1410 =, 100s. Od. 

ALL ELECTRICAL SUPPLIES. 
THE 


GENERAL ELECTRIC 


G. BINSWANGER, MANAGING dB, 


Works 45, CHAPEL ST., SALFORD, Head Office -— 
| Branch Office :-7, 71, Queen Victoria Street, 
GLASGOW. LONDON, EC. 


WRITE FOR LATEST CATALOGUES. 
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The History of Electricity i in America 


THE LONDON TELEPHONE SERVICE. 


Tux representative of a contemporary has been interviewing 
Mr. Hastie, the promoter of an association for sccuring a 
better telephonic service in London. First of all, it is the 
- desire of Mr. Hastie and his supporters to get the double 
wire or metallic circuit system established throughout the 
metropolis, so that the apparatus may be used with some 
degree of certainty of understanding what is said, and 
of being understood. There is not the slightest doubt 
that as the telephone system stands at the present 
moment it is a much greater annoyance than it 
is worth, and in any case the service is paid for rather’ 
heavily, even if perfect talking could be ensured. How 
the matter can best be set right is probably only known 
to the National Telephone Company’s officials, but we do 
not think that Mr. Hastie has quite grasped the situation. 
It is useless to talk of country subscribers getting telephones 
on easier terms than’ Londoners, and insisting that £12 
should be a maximum charge in town, unless it can clearly 
+ that the company can work profil at the lower 
Mr. Hastie would do well to enter into statistics before 
attempting by means of his combination of subscribers to 
place undue pressure upon the company. Let him ascertain the 
relative cost of construction, maintenance, and working of 
lines in London and the country before leading people to 
believe that it is possible to have a telephonic service here at a 
lower rate even than the sum previously mentioned. Let 
him also estimate the cost entailed in substituting metallic 
cirenits for the present lines, and he will then probably learn 
thet some consideration is due to the National Telephone 
Company. 
Mr. Hastie does not see why we shold not talk: through 
Dublin, Edinburgh, Liverpool and Manchester, as. easily 
“we can to Paris ; probably he did not censider that the 
lanio-Pais line cout the greater part of £100,000, and 
Wa Mr Hai and is it may not prove saecessful. 
Hastie and his friends guarantee a fair return on 
the heavy outlay necessitated in running heavy copper con- 


ductors. to the places he names? Indeed, his arguments 
seem rather inconsistent, for on the one hand he advocates a 
great reduction in the cost of the service, and on the other 
an immense expenditure of capital on lines which might 
never return a reasonable dividend on the money expended. 
We haye never sympathised unduly with the telephone 
company, and we have every desire to see the bad service 
improved both as regards cost and efficiency by legitimate 
means, but we think that an organisation such as Mr. Hastie 
has created should at least know something of the techni- 
calities of the situation and the difficulties which must be 


encountered before even slight improvements can be carried 


out in such a network of wires as the company has stretched 
in and about London. 

There is this at least to be said, Mr. Hastie does not wish 
to create competition from rival companies, although he has 
been in communication with the Postmaster-General, who, 
it seems, would not object to establishing a telephone service 
if generally demanded. 

The National Telephone Company must not overlook the 
probability of this being brought about, and in its own 
interests it should at once take whatever steps are considered 
most advisable to satisfy its subscribers before Mr. Hastie 
and his friends further develop their demands. 


THE LATE COPPER SYNDICATE. 


UNDER this heading we noticed in last Friday’s Evening 
Standard the following telegram, dated Paris, April 24th :— 
“The Court of Cassation has rejected the appeal of M. 
Seerétan, the ex-President of the Société des Métaux, against 
the decree of the Court of Appeal of August 5th, 1890, 
condemning him to six months” imprisesment for distri- 
buting fictitious dividends.” 

Now, this gentleman has, of late, figured more or less 
prominently in our pages in connection with another copper 
business, viz., that of Elmores, and in his hands mainly 
rest, or did rest, the fortunes of the French Elmore Com- 
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pany. In our issue of January "1 6tH, in ‘hick + 


the meeting of that company, the Chairman remarked :— 
“ Your directors are confident, from all they have learned 
and know of him, that in placing him at the head of the 
company’s affairs in France they have taken the most im- 
portant step that was possible towards securing the complete 
and early success of the business of the company in that 
country.” A shareholder who had the temerity to doubt the 
integrity of M. Secrétan was silenced by Mr. F. L. Rawson 
stating that his firm, Woodhouse and Rawson, had the 
highest opinion of that gentleman’s great capacity as a 
metallurgist and of his knowledge of business as a manufac- 
turer. Wher Mr. Rawson found there was a chance of M. 
Secrétan coming as manager to the company, he exclaimed, 
not exactly “ Eureka!” but “ ‘the future of the company is 
assured.” 

Now, Mr. Rawson could not have been entirely ignorant of 
M. Secrétan’s antecedents, and it would be interesting to 
learn what opinion his firm still holds of the man who 
appears to make it part of his business to distribute fictitious 
dividends? We are almost inclined to think that Mr. 
Rawson was laughing in his sleeve when he spoke of M. 
Secrétan as a metallurgist, and that this expression was only 
another term for being versed in the art of making money. 
It is also open to doubt what was intended to be conveyed 
by the “ future ” of the company being assured. 


-In a letter which appeared in the Review on the 23rd ~ 


January last, an innocent and trusting nature is revealed by 
the following lines :—“I am myself content to rely upon 
the word of. such well known men as have seen the works, 
and who have been satisfied with them, such as M. Secrétan, 
whose knowledge of the copper industry places him facile 
princeps in the copper trade, and whose integrity and 
honesty are now admitted by even his worst enemies.” 

We can understand how easily an inexperienced man like 
the writer of the above extract is gulled by specious phrases 
and vague reports on a matter in which he cannot possibly 
have gained any technical knowledge ; but it is not so easy 
to gauge the faith which fills the Rawsons in their French 
colleague, of whom they appeared so proud. We can only 
attribute it to their guileless nature, or consider it, as 
Sir Rawson Rawson said of his family at the staff dinner 
given last January, “as bodying forth the true English 
honour and enterprise in many fields of the Rawsons.” As 
we have on other occasions, we must protest strongly against 
the part they have played in this copper farce. _ 

A few more instances of this kind, and that connected 
with the Chief Engineer Surveyor of Lloyds, and the paper 
read before the Institution of Naval Architects, which Mr. 
Elmore has carefully avoided touching in his recent letters, 
and the “future” of the Elmore copper process in all 
countries is not difficult to foretell ; a process coming before 
the public in such an improper way is not likely to possess 
much merit. 


The sanguine anticipations of the Chairman of the French 
Elmore Company that M. Secrétan’s energy would enable its 


works to be in operation by the 1st July, seem doomed to 
remain uiirealised ; may be this is all for the best, for, as we 
said at the conclusion of an article in the Review of J anuary 
‘16th :—* The shareholders of the French company do not 
need energy in the establishment of a factory which absorbs 
their money. What they do need is the exercise of judgment 


which-will keep the money until they can see that an English 


factory pays.” 
the little episode on which we have commented may perhaps 


accomplish, 


A FRIEND TO TELEGRAPH CLERKS, 


THE death, recently announced, of Mr. Peter Stewart 


Macliver, founder and proprietor of the Bristol Western 


Daily Press, removes from this earthly stage a gentleman 


.who ten years ago achieved considerable prominence and 


popularity as the Parliamentary champion of Postal Tele 
graph clerks. 

Though latterly on what may be termed the lee shore of 
Parliamentary life, the deceased gentleman sat as Liber 
member for Plymouth from 1880 to 1885 during Mr. Gad- 


Stones administration, and his voice and figure wee | 
familiar in the House of Commons during 1880 and. — 


1881. 

Earnest and tenacious, yet withal cautious and methodical, 

he personally devoted much time and labour to the investi- 
gation of the congested, we were about to say petrified, con- 
dition of the Postal Telegraph Service at that period, and itis 
questionable whether he did not really know as much of the 
organisation of that huge public department as the Post. 
master-General—Prof. Fawcett—himself. He was much 
in evidence at Westminster, and he shirked neither interviews 
nor correspondence. By these, as well as other means, he 
acquired a vast amount of practical information of great 
value. 
- If we remember rightly, the blind political wae bad 
several interviews with Mr. Macliver, and though they both 
sat in the Liberal interest, yet he did not regard the position 
taken up by the latter gentleman as personally antagonistic 
or unfriendly ; no, that was hardly the nature of the humane 
Faweett. | 

On the introduction of the Fawcett scheme, Mr. Macliver, 
whilst commending the spirit in which the Postmaster 
General had approached the reform of the Telegraph 
Service, summed up the scheme itself as very inade 
quate. This we now know to have been the opinion 
held by Prof. Fawcett very shortly afterwards. Expression 
of gratitude reached Mr. Macliver from all parts of the 
United Kingdom, and he ever spoke with pleasure of the 
part he had taken in helping to mitigate the grievances of 
telegraph clerks. 


Prof. Fawcett, as is well known, died somewhat suddenly 


not long after these events took place, and Mr. Macliver dit 
appeared for ever from Parliamentary life in the politica 
earthquake that shattered and engulfed the party undef 
the leadership of the “ People’s William.” 


Mr. Macliver, who was 71 years of age, had been iD | 


declining health for some time, and the death of his only 
son about four years ago was a blow from which his spirits 
never recovered. 

Intimation of his death was received throughout the tele 
graph service, which he had done so much to improve, with 


every expression of sympathy and regret. : 


What our advice was scarcely likely to effect, 
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THE completion of the shipping, on board 


The Cable Works the Westmeath, of the cable manufactured 


MC for the Société Francaise des Télégraphes 


Sousmarins, was made the occasion of a festive gathering, 
on April 19th, at the works of the Société des Téléphones at 
Calais. In addition to the guests invited from Calais and 
Boulogne, a special train brought some seventy gentlemen 
from Paris to join in the inspection of the factory and ship, 
to assist at what seems to have been a sort of inaugural 
ceremony, and to wish success to the forthcoming expedition. 
The work to be undertaken by the Westmeath on her present 
(and last) trip, will include the connecting of Cape Haitien 
with the cable already laid between Mole St. Nicolas and 
Puerto Plata ; the laying of the section between Puerto Plata 
and Martinique, about 780 knots; and the continuation, to 
Cayenne, of the cable between that place and Paramaribo, a 
portion of which was submerged on the last expedition. At 
Cayenne, the Westmeath will be joined by the Ludgate, now 
being fitted with cable machinery and tanks at Messrs. 
Henley’s works, and the section between Cayenne and Vizen 
(in Brazil) will then be laid; thus completing the whole of 
the system owned by the Société Française des Télégraphes 
Sousmarins. It is expected that the work will be finished 
by the month of August. The French journals are jubilant, 
and naturally so, at the fact of a cable ship being despatched 
from a French port, with a considerable length of submarine 
telegraph cable manufactured in a French factory. The 
Figaro points out that during the last thirty years, France 
has paid to English manufacturers, in this particular industry, 


“not less than fifty million francs. The government factory 


at La Seyne, the Figaro continues, though possessing sheath- 
ing machines, is only adapted for the repair of unimportant 
lengths of coast cables, and in the event of an European war, 
when English engineers and manufacturers might be em- 
ployed on behalf of their own country, France would be 
deprived of the means of maintaining her submarine commu- 
dications ; now, thanks to the energy of her citizens, and the 
skill of her engineers, she is able to free herself from this 
servitude. Although a good deal of tall talk is indulged in, 
‘there is present a considerable element of truth in this self- 


‘congratulation, and to many English manufacturers, the 


establishment of the cable works at Calais may, no doubt, 
prove somewhat undesirable. Judging from the feeling very 


clearly evidenced in France upon the questions of foreigners. 


and foreign manufacturers, it seems just possible that even if 
the Société des Téléphones had, in its operations, miscalcu- 
lated the strength of its resources, the Government might be 
inclined to lend some active measure of support to an under- 
taking which, from the sentimental point of view, has 
managed to obtain a very general sympathy. 


THE Maquay Electric Light Company 
has opened show rooms at No. 9, Frith 
Street, Soho, with works situated in 
Emmett Street, Limehouse, E. The company does not pro- 
fess to be able to compete in the matter of cost of light with 
large installations, but in those cases where a large number of 
lamps is not required, the firm contends that its system of elec- 
tric lighting gives very satisfactory results, both as regards cost 
and efficiency of illumination. The Maquay primary battery, 
which, in another form, is an old friend of some years’ stand- 
Ing, as readers of the REVIEW will remember, now comprises 
carbon and zinc plates, and a solution composed of chromic 
acid and other ingredients, the nature of which is with- 

- The peculiar feature of the zincs is the fact that they 
are covered on one side with a thin coating of red paint, and 
= the solution is used and becomes heated to about 80° or 90°, 

Paint gradually peels off, thus exposing more surface to 

action of the acid. This, the maker states, explains the 
act of the light remaining practically of the same brilliancy 


The Maquay 
Primary Battery. 


— 


during the whole of the lighting period of, say, ten or more 
hours, as the case may be. An elaborate series of tests made 
with different batteries, showed that the voltage slightly rose 
as the number of lighting hours increased, until the last hour 
or two, when the pressure almost assumed that noted on 
starting. Excépt in the case: of the portable lamps,’ the 


_ plates are raised out.of and lowered into the exciting liquid 


by means of screws. The company have on view a large 
collection of batteries and lamps shown as applied to the uses 
of gas engineers, miners, surgeons, dentists, for table lamps and 
domestic installations, &c. The consumption of zinc is said 
to be 30 grains per ampere hour per cell, and the carbons, .to 
last twelve months; but'as to the accuracy of this statement 
we have no corroboration. - In any case, we hope the battery 
has been improved since it last figured in the pages of: the 
REVIEW. | | 


The Photographic _ DRY bromide of silver and gelatine plates 

Action of Electro. have been shown to be sensitive to the 

magnetic Waves. action of electro-magnetic ‘waves, which 
produce in them a kind of photographic action. Von 
Dobrzynski has shown this by the following experiments : 
He produced - electro-magnetic waves by the method dis- 
covered by Hertz, and the plates were so disposed that their 
plane included the axis of the vibrator or was normal to it : 
three hours were allowed for the exposure, and the developing 
and fixing operations were carried out in.the ordinary way, 
using ferric oxalate and hyposulphite. When the plate had 
been thus treated, it was seen that photographic action had 
taken place : alternate dark and bright bands appeared:across 
the direction of vibration of the waves or dark bands appeared 
in the direction of the vibration. Under certain conditions 
-both ‘kinds of these bands were observed together, Von 
Dobrzynski varied the conditions of the experiment. For 
instance, he covered the plate with tin-foil, and then cut 
portions of the latter away, but the coating did not in any 
way interfere with the formation of the bands. It is evident, 
therefore, that the chemical action which takes place cannot 
be regarded as a primary one. We have stated that, in some 
conditions, bands appeared which were both across and in 
the direction of the vibrations; this observation seems to 
suggest stationary vibrations, and should be considered in 


* connection with some recent French researches which we 


-have been placing before our readers. The crossed bands, 
however, might be due, says Von Dobrzynski, to féflection 
from the sides of the wooden box by which during the ex- 
periments the sensitive plates were screened from the influence 
of. extraneous rays ; they might also have been produced by 
‘reflection from the sides of. the room. The plates sometimes 
‘showed two systems of crossed bands, and this would repre- 
sent different waves which the vibrator emits in the sense of 
the discovery of MM. Edouard Sarasin and Lucien de la 
Rive, and in that of the view stated above, Von Dobrzynski 
made an experiment with a reflecting metal: ball, and the 
results obtained in this case did not contradict this view, and 
greater regularity and distinctness was observed in the crossed 
bands. He is still carrying on experiments and pursuing his 
researches further in this direction, and we may expect before 
long some more interesting information respecting the photo- — 
graphic action of electro-magnetic waves. ; 


Tuts little instrument (‘Trotter's patent) 
will be found useful and handy for engi- 
neers who have much wiring to calculate out. It is portable, 


Wiring Slide Rule. 


being about 6 inches by 3, and can therefore be carried 


quite flat in the breast pocket. At present the rule is con- 
structed of cardboard, but if a large demand should arise for 
them the manufacturers contemplate using a more durable 
material, probably steel: The rule can be. obtained from 
Messrs. Crompton & Co., Limited, and the makers say the 
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use of this slide rule is so simple that the ordinary British LEE In the Atti della Reale Accademia dej 
workman can easily understand it. This is quite feasible Convection.  ~L#ncet (serie quarta, Rendiconti, t, iv., p. 


for the greater part of the data to be obtained from it, but 
“we think the workman might have some slight difficulty in 
‘reading off the resistance of a wire in ohms so as to put the 
‘decimal point in the correct place, and again, for the same 


reason, in finding the sectional area of a cable in square — 


‘inches. A few further words of explanation would obviate 
this objection and would render the instrument as useful to 
‘the semi-trained wirer as it certainly will be to the general 
electrical engineer. ‘The wiring slide rule is provided with a 
‘double slide, and by its use the following seven problems can 
be solved :—1. To find size of cable. 2. To find length of 
cable. 3. To find current cable will carry with given fall in 
volts. 4. To find current density. 5. To find maximum 
_ current (under Board of Trade Rules). 6. To find resistance 
in ohms. 7. To find sectional area of cable in square inches. 
These problems generally contain several data, or known 
quantities; and one principal answer. In using the rule, the 
known qpantities must be taken in pairs. The scales are 
arranged in such pairs on the meeting edges of the slide, e.g., 
watts and volts, number of lamps and fall of potential in 
‘leads, length of cable and size of cable. Usually there are 
five known quantities to deal with. The divisions on the 
‘scale must be found, and one quantity must be set against 
another. For example, the data given are volts, 100 ; watts, 
$2; lamps, 44.; fall of potential, 1°5 volts ; length of cable, 
95 yards. To find the required size of cable, set the volts 
against the number of watts on upper scale, then set the fall 
of potential on top scale of lower slide against the number of 
lamps on bottom scale of upper slide. Then, on the bottom 
scale, under the required length of cable (going and return- 
-ing) will be found the proper size of cable for the circum- 
stances set forth. On account of its. portability, as well as 
the practical convenience of Trotter’s wiring slide rule, it 
may safely be predicted that the instrument will meet with a 
_ ready sale, and to would-be purchasers who might think that 
a cardboard scale will soon wear out, it may be stated that 
we have known a Hunter’s steam engine slide rule—of similar 
make—to have been in constant use for some five years, and its 
owner always carried it about with him in his breast pocket. 


WE have lately been favoured with some 
ominous statements about the future pros- 
pects of the trade in India-rubber ; unless, 
we are told, the sources of this valuable commodity are more 
jealously guarded than they have been in the past. The 
reckless destruction of trees, combined with the ever increasing 
demands for rubber created by the applications of electricity, 
will result in a “famine” which cannot be far distant. 
Some authorities, indeed, have stated that our only hope lies in 
the immediate discovery of some other sources of rubber which 
have not yet been exploited. In a paper recently published 
in the Transactions of the Pharmaceutical Society, Mr. E. M. 
Holmes, F.L.S., gives some description of an alleged “ India- 
rubber tree,” which appears to be a native of China. The 
Chinese use bark called 7'u-chung, which is highly valued b 
them as a medicinal agent, and a specimen of this was col- 
lected, amongst other Chinese drugs, by Dr. F. Porter Smith. 
In making a catalogue of this collection, this’ specimen 
attracted the attention of Mr. Holmes, who proëured a fresh 
sample from Hong-Kong and examined it. When broken 
transversely the bark exhibits a series of white shining silky 
fibres, which are very extensible ; these are not spiral vessels, 
for the microscope showed no trace of these organs in the 
threads. On being placed in a flamea piece flared upand gave off 
the odour of burning India-rubber. P 
known authority at Kew, has examined this bark, and while 
unable to decide a a the systematic position of the tree from 
which it is derived, is very plain on one point, which is the 
only important consideration for electricians, namely, that a 

quantity of caoutchouc is present in the bark and in all the 
younger tissues, excepting the wood, properly so called. This 
tree ought to prove valuable as a source of India-rubber. 


A New Source of 
_ India-rubber. 


rofessor Oliver, the well- 


151), there is a paper by A. Righi, op 
electrical convection. Here he describes a number of new 
experiments, and proceeds to consider the results obtained ip 
conjunction with other results which he has previously pub. 
lished upon the same subject of research. Without describing 
these experiments or following Righi through his method of 
deduction, we may briefly notice the conclusions which he 
arrives at. He states that in every case in which there is a 
loss of electricity, either by an incandescent body or by 
point, or by a metal under the action of radiations from the 
ultra-violet, this loss is due to electrical convection. The 
moving particles follow approximately the direction of the 
lines of force of the electric field in which they move. When 
the air is rarefied to a greater or léss degree, the trajectories 
of these moving particles appear to diverge more and mor 
from the direction of the lines of force ; and in the case 
where the rarefaction is carried to an extreme degree, these 
trajectories become almost rectilinear, as appears to be the 
case with the particles of radiant matter in Crookes’s tubes, 
Righi states that he is making experiments in order to dis- 
cover whether this gradual transition from one extreme form 
of the phenomenon to the other, really does take place, _- 


Tux Institution of Electrical Engineen 


would appear from its proceedings last 
Thursday, to have reached its anecdotage. 
The discussion on Mr. Esson’s important paper on multi- 
polar dynamos dragged itself along with the greatest diffi- 
culty for about half-an-hour and finally expired; but when 
an opportunity was afforded to the learned members, by 
Major Cardew’s r, of relating their personal experiences 
of shocks ” igh tension debate became 
so lively and prolonged that it could only be stopped by the 
cloture. Whether the subject was the number of mill- 
amperes that could be passed through Dr. Fleming's head 
without immediate injury, or the fate of Mr. Mordey’s cab, 
the members appeared to be equally interested ; but we should 
be glad to find the discussion always as vigorous and spon- 
taneous when subjects of more vital importance to the Le 
fession are before the Institution. We may add that Major 


Argumentum 
ad Judicium. 


Cardew’s pape is not yet printed, although the authorised 


abstract of the discussion upon it has been sent to us. 


Do GE WE understand that at a recent meeting 
meen = of the Fire Offices Committee, Andrews 
system of concentric wiring for interiors occupied a consider- 


able amount of attention and discussion. It appears that 
Messsrs. J. D. F. Andrews & Co. have recently obtained 8 
contract for lighting the large grain warehouses whens 
in which all insurance offices are more or less in 1 oF 
are likely to be at some time or another, and the fire offices 
appeared much concerned at the introduction of 8 new 
system of electric lighting, and discussed it for a considera 
time, with the result that the majority proved to be 

the new system. A letter was consequently written to the 
Mersey Dock Board, giving expression to the deep 
and corresponding advice. We have heard that the leading 


opponent to the system at the meeting, was the representa- 


tive of the Phoenix Fire Office, while judging from a letter 
(which we reproduce in our correspondence columns) to the 
editor of the Post Magazine, from the pen of Mr. H. Human, 
chief surveyor of the Guardian Office, we should suppose that 
his officer was one of the leaders, if not the leader, in favour 
of the system. Mr. Human’s letter shows him to have 


judgment in electrical matters, especially when they relate 


the interests of his own business. Although not entire 
concurring with all the expressions of Mr. Human, we 

that insurance offices are decidedly at fault in putting #2] 
obstacle in the way of the introduction of the system, des 
there are more serious objections to its employment od 
have yet been put forward. Probably some of those 

who contract to do interior wiring might like to expr® 
their views on the subject ? 


~ 
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“DIFFERENCE OF ELECTRICAL POTENTIAL” 
AND “ELECTROMOTIVE FORCE.” 


We reproduce the following letter written by Prof. Anthony 
from the American Modern Light and Heat :— 

“ I have just read an article by Messrs. Sever and Stuart 
in your issue of March 21st, in which, if I understand the 
authors, they have fallen into the error of taking the ene 
required to charge a body as the measure of its potential. 
The fundamental definition of the measure of difference of 
electrical potential between two points is ‘the work that 
must be done upon a small body charged with the unit 

uantity of electricity to move it against the electrical forces 
fn one point to the other.’ This is upon the supposition 
always that the movement of the small charged body does 


not alter the potential difference which it is desired to 
measure, In the same way, if the unit quantity of elec- 


tricity is moved along a perfect conductor against electrical 
forces, the work done upon it measures the difference of 

ntial. Similarly, if the unit quantity is moved by elec- 
trical forces from one point to another, the work done by it 
measures the difference of ntial between those points, 
supposing as before that the flow does.not change the 
potential difference. It follows if a body charged with 
quantity, g, to potential, e, be discharged, that is allowed to fall 
to 0 potential, the work done is the quantity, g, multiplied by 


the average potential, or W = g x $3 and since the quantity 


of electricity required to charge a body to a given potential 
is proportioned to its capacity, q = ec (c = capacity), and 


e 
W=35X6C, that is, the work done when different bodies of 


the same potential are discharged, or the ener uired to 
charge different bodies to the same potential, ¥ Board 
to their capacities. 

“When a conductor connects two bodies of a different 
potential, or when two parts of the same conductor differ in 
potential, electricity flows, or tends to flow, from the higher 
to the lower potential, and the tendency is proportional to 
the potential difference. Potential difference is then electro- 
motive force. But very often electricity is compelled to flow 
against electric forces from points of. low to points of higher 
potential. The cause of flow is still electromotive force, but 
it is not difference of electrical potential. This electromotive 
force is, however, measured in the same units as difference of 
potential. In fact it is measured by the difference of 
potential that would balance it. There is always somewhere 
in any circuit in which an electric current continuously flows 
an electromotive force acting to carry electricity from a lower 
to a higher potential. | 

“Allthis may be illustrated by reference to gravity potential. 
Take the surface of the earth as zero, the gravity potential 
of any point is measured by the work that must be done on 
the unit mass of matter to carry it from the earth’s surface 
to the = in question. It is proportional to the difference 
of level, but is not measured by it. Suppose a reservoir of 
water at the higher level, and let the reservoir be connected 
to the surface of the earth by a pipe. Water flows through 

Pipe in consequence of a water-moving force proportional 
to, and which may be measured by, the difference of gravity 
potential. But we can put a pump in that pipe ar tome 
water against the force of gravity, from the lower to the 

gher potential. That pump supplies a water-moving force, 
rar 38 measured by the difference of gravity potential 
Which it may maintain. There is no difference, so far as the 
resulting energy 1s concerned, between gravity potential as a 
water-moving force, and any other water-moving force. They 

iter only in the direction of the resulting flow. Producing 
similar results, they should be measured in the same units. 
with electrical difference of potential and electromotive 
orce, Both cause electricity to flow ; both are measured in 

he units. Potential difference is an electromotive 
pres t differs from other electromotive forces in producing 

x Bey higher to lower potentials only. 
in t the armature of a dynamo revolve. Something causes 

W of electricity through the armature wires from the 
a to the positive brush. If the circuit outside the 
ne 18 open this flow soon ceases, the E.M.F. in the 

ure wires being balanced by the potential difference at 


the brushes. This potential difference measures the E.M.F. 
in the armature wires. Connect the brushes through some 
outside circuit ; a current flows in consequence of the diffe- 
rence of potential between the brushes, and this difference of 
potential is the E.M.F. acting in the outside circuit. But 
this potential difference is less than it was before the outside 
circuit was closed, and less than the E.M.F. of the machine, 
because a part of the E.M.F. of the machine is néeded to 
maintain the flow through the armature wires. | 

“ Suppose the E.M.F.of the machine to be 10 volts and the 
armature resistance one-tenth ohm, while the external circuit 
is open the potential difference between the brushes is 10 
volts. Close the external circuit through a resistance such 
that the flow is 10 ampères.. To maintain this flow through 
the armature resistance of one-tenth ohm requires an E.M.F. 
of one volt, and the potential difference between the brushes 
must fall to 9 volts, and 9 volts is the E.M.F. acting in the 
outside circuit.” | tet 


ABSOLUTE UNITS OF MEASUREMENT. 


By W. MOON. 


THE name of absolute units has been given to those systems 
of units of measurement that are founded upon standards 
that exist in nature and are invariable. ee 

Thus, the metrical system is founded upon the metre, the 
10~ of a quadrant of the meridian, and the second or the 
zutooth of the mean solar day. As neither the size of the 
earth nor the length of the day is likely to vary from their 
present value by any measurable quantity for thousands of 
years to come, the metrical system 1s practically one founded 
upon invariable standards. | 

Maxwell has pointed out that the most universal standards 
of length and time are the length of a well defined ray of the 


spectrum and the periodic time of its vibration. The length of : 


a light undulation of 10° metres is in the ultra-red spectrum, 
while the undulation that takes 107% of a second is in the 
ultra-violet portion of the spectrum. It is unfortunate that 
neither of these values is in a visible nor well defined portion 
of the trum. | 

Besides it being possible to found a system of units upon 
standards of length and time, it is possible to found such a 
system upon the velocity of light and the force of gravita- 
tion, two standards that are universal. .A globe of. the same 
density as the earth and 30°6 x 10% its diameter would have 
a gravitational accelerative force at its surface equal to the 
velocity of light, but such a globe would have a diameter 
greater than the whole solar system, and no such mass of 
matter in one body probably exists in the universe. But 
this mass of matter for astronomical purposes is not more 
ridiculously large than the C.G.S. astronomical unit of mass 
is small. The C.G.S. unit of mass is that mass which pro- 
duces unit acceleration at one centimetre distance from its 
centre. 15°37 tonnes is the mass that would produce this 
acceleration if it could be squeezed into one centimetre of space. 

The kinetic energy of one degree of heat in unit mass of 
water, or the latent heat of unit mass of water, might be 
taken as the unit of work ; and the unit of time determined 
from it and the unit of length, or the unit length determined 
from the units of time and work. ; 

Owing to the great velocity of light, it cannot well be 
taken as a unit velocity, and the electrostatic and electro- 
magnetic units made equal to each other. But by selecting 
suitable units of length and time, the constant v might be 
made an even power of 10, and at the same time the accelera- 


tive force of gravity made equal to unity. If, for instance, . 


the unit of length were }th decimetre, and the unit of time 
th of a second, the velocity of light would be 10% nearly, 
and the value of g *98 nearly. | 

It is unfortunate that g is about 2 per cent. greater than 
an integer power of 10. *It would, however, be very incon- 
venient to alter its value now by as great an amount as 2 per 
cent. 

It is also unfortunate that the unit of time was taken as 
the 35}00th of the day, instead of some decimal sub-muitiple 
of the length of the day. To change its value now to some 
decimal value would, however, entirely upset the whole system 
of electrical units, and the only practical improvement that it 
seems possible to make in the arrangement of the time unit 
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is to divide the hour into 36 divisions of 100 seconds each. 
This would be a convenient alteration for many (a ee | 
_ Although it is convenient to select. the fundamental 
units that.as many as possible of the physical constants shall 
be:equal to unity or of as convenient dimensions or as easily 
remembered. values as possible, yet the fnndamental units of 
Jength.and mass should be taken from man himself ; that is 
those measures of length and mass should be selected from 
units that are most frequently used. The unit of time, being 
a less important value, can be selected to make the unit of 
force as nearly equal to the weight of unit mass as possible. 
The Metrical System. 

Since the introduction by the French people of the metrical 
| a of measurement, many other nations have adopted 

this system as its legal measures, and it has been adopted by 
electrical engineers all over the world as the only rational 
system on which to found their electrical units. 

Ultimately there is no doubt that the metrical system 
of weights and measures will displace all other systems. 
But it is to be wondered that electricians and others who 
understand the system do not take steps to advocate its 
general introduction for purposes of trade. 

_ Electricians at first adopted the metre and gramme for 
their units of length and mass. The subsequent change 
from the M.G.S. to the C.G.S. system was an improvement 
as far as it made the units of mass and length more nearly 
related, but it had the disadvantage of making the already 
small mechanical units smaller still. 

And the introduction of practical units of force, energy, and 
power to meet the De of electric lighting engineers, has 
resulted in there being two systems of units connected with 
each other by arbitrary constants. 

It is now evident that the metrical units require a re- 
arrangement by which the practical and theoretical units 
would have the same value, and in which any multiples or 
sub-multiples of the fundamental units would be indicated 
by the prefix to the naine of the unit. 

By the aid of the dimensional co-efficients it is easy to 
proceed from one set of metrical units to another, and the 
calculations are further simplified if the value, M, is taken 

ual to L°, that is if the unit of mass is taken in both sets 
of units as equal to the unit volume of water. 

Of all the systems of units that may be formed by varying 
L and T by multiples and sub-multiples of 10, that system 
founded on the decimetre kilogramme and decisecond seems 
to be the best. 

If the name “Instant” were given to the 10~! second, 
the system could be spoken of as the D.K.I. system. 


Dimen- | of C.G.S. 
sional co- L? = M. units in a 
efficient. | BEL 
, unit. 
Velocity ... tT! | Lr-1 102 Metre per second 
Acceleration Ze? | oe? | 10 g = ‘981 
Wor | | 
Kinetic energy >|L?MT-? 107 = Joule 
Moment of couple 


Force LMT? kilogrammes 


Power... uur * 10° = 10 watts 
Pressure ... wr? 10 = 7 !kilogrammes 

per sq. decimetre 
Momentum Lut? 105 


The am gr of a decimetre, which is the size of the palm of 
one’s hand, is a more convenient unit of length than the 
centimetre, and the tenth of a second is a duration of time 
that can be easily conceived, many watches being fitted with 
a hand to indicate the tenths of a second. 

The velocity of a decimetre an instant is a metre a second, 
or about a slow rate of walking, and is a much more rational 
unit of velocity than a — of that value. | 

ecimetre . 

The unit of acceleration of ‘nstant? SV à value of y 
= ‘98, that is y is nearly equal to unity. The kilogramme 
is a more convenient unit of weight than any of the other 
metrical weights. ee 

Since the value of y = ‘98, the D.K.I. unit of force would 


-be a : 


be but 2 per cent. more than the weight of a kilogramme, 
so that the weight of a kilogramme could ‘be taken as the 
unit of force for rough calculations. | 


_ À: pressure of - kilogrammes per square decimetre would 


perfectly intelligible unit, and the atmosphere of 1014 
such units might be taken as 100 kilogrammes to the square 
decimeter for rough calculations. 
_ The name Barie, which has been proposed for the spresiiire 
of an atmosphere, might be better given to the D.K.I. unit, 

The D,K.I. unit of work, would be exactly equal to 


-the présent Joule or nearly a kilogrämme x decimetre, that 


is to nearly ‘7 foot pounds. 
The D.K.I. unit of power would be — to 10 watts, go 
that the C.G.S. kilowatt would become a D.K.I. hectowatt, ” 
The advantage of taking the decimetre kilogramme and 
decisecond as the fundamental units will be at once seen by 
comparing the preceding values with the corresponding 
ridiculously small C.G.S. values of the units. an 
In the C.G.S. system, both the centimetre and the 
gramme are much too small. The gramme which is les 
than ,th part of the English ounce, is a weight only 
of use to chemists and the like, while the centimetre is too 
short a length to be used for ordinary p 8 of trade, 
One can form no re of the value of the dyne, the 
ostoooth of the weight of a kilogramme. 


| But if the ne 
of a kilogramme were the unit of force, by holding up a 4 


gramme we could form a very clear conception as to its 
value. Similarly, by lifting a kilogramme through a deci- 
metre, we perform about ‘74 foot pounds of work, a quan 
that is easy to conceive. But of the erg, which is zy} 
of the kilogrammedecimetre, we can form no conception. 
Had the kilogramme, which is the weight most generally 
used for ordinary p of trade been taken as the funda- 
mental unit of weight, it would be not only more easy to 
form a conception of the values of the derived units, but 
those derived units themselves would not be so absurdly small 
as with the C.G.S. system. if 
The changing of the value of the fundamental units of 
length, mass and time does not, of course, necessitate an 
change in the derived practical electrical units of E.MF. 


current and resistance. These units could still remain 


awkward multiples of the derived theoretical units, as at 
resent. | 
It would, however, greatly simplify the system to alter 
practical units and so name them that their value in absolute 
units should be at once indicated by their name. | 
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No, | N of C.G.8. 
Dimen- 5, NUM 
units i tical units ins 
“omeient |= “Daca. D.KL unit 
unit. 
Strengh of pole | 
Le M° L 7! 10! 
Flux of force ion | 
Moment of magnet mir!) 10 | 
Intensity of field or 
of magnetisation LT 1® | 
Magnetic induction 
potential 10: = 10‘ amperes. 
current ... il | 
Quantity LÀ M: L? 102 = 10° coulombs. 
} cuir? pr? 10° = 10-* volts. | 
Resistance … LT! | sr! | 10 10-1 mierohm. - ! 
1 Microbms per 
Specific Resistance | | 10* bic centim. 
Inductance... L L 10 | 
Current density ... |L'?m | 10 amp. to sq. millim. 
Electric induction... Lim: $1 1 
Electric force at point 10 
Calorie | | 10* = 4,200 joules. 


| | | 


The derived D.K.I. electrical units are of a more Xl 
venient value than the C.G.S. ones. Thus the + i 
hectovolt corresponds to the C.G.S. volt, while the D... 
me would be convenient to expresss high E.M.Fs. 


he E.M.F. of cells in D.K.I. units would occu tO 


places of figures, a convenient number, since no ce 


p 
nal 
| out 
lig 
! lan 
ma 
bet 
mi 
C.¢ 
ve 
Le 
wél 
ft 
x 
the 
sim 
ulti 
| 
mal 
mes 
| 
exp 
cen 
| 
mic 
the 
| 
| mag 
mor 
thei 
of i 
3 « 
1,59 
Ba 
be 
resp 
was 
| ber dis 
tion 
syste 
| | unit 
| 
| 
| Veloc 
| 
Fo 
Work 
| Powe 
Press 
| Mom 
| Quan 
| Curre 
| Quan 
| EM. 
Resis 
Car u 
| Curre 
Elect 
| Elec 
| Intem 
| Cale 
| 


pur 


_ THE TELEGRAPHIO JOURNAL AND 


ur 1, 100] ELECTRICAL REVIEW. 


practice be relied upon to a greater accuracy than +555th 


The D.K.I. unit of current is an amount quite within the 
output of a central electric lighting station, and if electric 
lighting engineers spoke of the current supplied to individual 
lamps as so many milliamperes and telegraphists spoke of so 
many microamperes,. 10 confusion would in either case result 
between the D.K.I. and C.G.S. units; although the D.K.I. 
millianipère and microampère are respectively ten times the 
C.G.S. ampere and milliampère in value. | | 
The D.K.I. unit of current density is a current density 


“very frequently used in practice. 


The greatest difficulty in changing from the C.G.S. to the 


D.K.I. units would be in the unit of resistance, since all the 
resistance coils would require remarking. If, however, the 


DK.I. unit of resistance were called the ohm, the D.K.I. 
ohm would be th of the C.G.S. ohm, and could not 
well be confused either with the C.G.8. ohm or megohm. A 
further multiple of the D.K.I. unit to express insulation 
resistances could be obtained by calling the D.K.I. ohm 
x 10% the omegohm. This unit would be equal to +,th of 
the C.G.S. megohm. | | 
With the ever growing tendency in the use of smaller 
resistances for electric lighting purposes, the retaining of the 
simpler name of ohm for the absolute unit of resistance must 


_ ultimately prove of advantage. 


The unit of inductance could, after the more expressive 

manner of Ayrton and ries f be called the insohm, so that the 

hm would be equal to ;);th of the secohm or quad. 

The specific resistance in the D.K.I. system would be 

expressed in exactly the same figures as microhms per cubic 
centimetre in the C.G.S. system. 

The electrochemical equivalent in both the C.G.S. and 


is the same. 


The D.K.I. unit of capacity would equal 1012 0.G.8. 


 microfarads, and the C.G.S8. microfarad could be renamed 


the omicrofarad to express the power 10712, 

In the D.K.I. system the intensity of magnetism of steel 
magnets would be between 1 and 2 so that the magnetic 
moment of steel magnets would be between 1 and 2 times 
their volume ; also, in the D.K.I. system the number of lines 
of induction through iron would be expressed in two or three 

of figures. Thus the pull, or portative force, in 

‘K.I. units with B = 74 and B = 198 would be 221 and 
1,590 kilogrammes per square decimetre, or 225 and 1,620 
Baries respectively. The unit “ Barie ” being equally able 
to express a pressure or a pull per unit of surface. 

The energy expended in joules for one cycle of magnetism 


of B = 88 and B = 156 would be ‘116 and 1° joules 


Bs vue per cubic decimetre of iron. 
t is unfortunate that the electro-magnetic system of units 


was founded upon the force between two poles at unit 


distance instead of upon the pull of two unit lines of induc- 


tion at right angles to each other, since with the present 
system the unit intensity of magnetisation is 4 x times the 


“unit intensity of field and of the unit line of induction. 


Had the force between two unit lines of induction: ai right 
angles to each other been taken equal to the unit of force, 
then the pull across unit area of B lines of induction would 


Mn? 9 | 
have been ~. instead of =~ as at present. The mag- 


netising force of a long helix of wire would be equal to the 

current turns per unit of length of the hélix instead of to. 
4 x that number, and it would require two turns of 
wire at unit distance, carrying unit current, in a tangent 
galvanometer to produce a deflection of 45° in unit field 
instead of a turns as at present. 

Thus the use of the constant, +, would be avoided in three 
different operations only to be introduced in one, namely, 
the action of magnets upon each other at a distance ; a 
measurement which is not now of so much importance as 
formerly. | | PAR 

To make this change now would, however, upset the value 
of most of the present electrical units, and cause considerable 
confusion for a time. For not only would the unit line of 


induction and the intensity of field be increased #4 # times, 
and the unit intensity of magnetisation be = its present 


value, but the unit of resistance would be increased 4 x times, 
and the unit of E.M.F. 4 x times, while the units of 


current and quantity would be y — times, and the unit 


of capacity zo times their present value. 


Since intensity of magnetisation can be always expressed 
in lines of induction, it is unnecessary to apply a separate 
name to this unit. | | CE, 

The unit intensity of field and of magnetic induction could — 
be well named the Gauss, while the unit of magnetic moment : 
could be called the Weber. A number of lines of induction 
irrespective of the area they pass through, that is flux of 
force, could be spoken of simply as so many lines of induc- 
tion. | 

A glance at the pocoug yey will show that of all the 
metrical systems of units that the D.K.I. system is the best. 
In none of the others are the units of acceleration force ajid 
work of such a convenient value. And in all of them the 
electrical units of E.M.F. current and resistance are not any 
more convenient for practical use than those of the D.K.I. | 
system. And none but the D.K.I. system is founded à 
primary units of the most commonly used values, and values 
that can be easily conceived. | 

It is strange that scientists make such little effort to intro- 
duce the metrical system for ordinary purposes of trade. 

The transition from the English to the French system of 
weights and measures would not be difficult. If an Act of 


Noof | Noof| Centimetre 
IC.G.s. Metre tonne 
units. | second. units. 
Velocity 1 Fe 
ses 10? metre per sec. | 10? | metre per sec. 
gceleration BT?) 10  g= 981 | g = 0981 
10! 10° joules | 10* | 10-* joules 
| 1010! 10% watts | 10% | 10-1 watts 
M ure eee ** } 104 eee eee 104 eee eee 
omentum ... ... | 10? 
grautity magnetism 105! … 10? 
oment magnet ... 108 109 | 
+ 12771! 104 105 ampères | 10? | 10* ampéres 
nee m-1| 102) 10-7 ohms | 10? | 10-7 ohms 
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Parliament were passed making it compulsory to mark all 
graded liquid measures and measures of length in both 
systems, or in the French system only, Then after a certain 
time had elapsed and the measures marked in the English 

system onl had worn out, the marking of such measures in 
“the French system only could be made compulsory. Of 
course, the greatest difficulty would be experienced in altering 
the present weights to the metrical ones, as most: of the 
_ present weights would have to be entirely discarded. Liquid 
measures not graded could, of course, cut down to size 
-in many cases. 

There are certain measures of capacity and weight, such as 
sacks, barrels, &c., which are very ridiculous multiples of the 
standard measures of capacity and weight. But by a little 
pressure fall such measures could be made to be at least 
rational and easily recognisable multiples of the standard 
measures of capacity or weight. | | 

It would be even more easy still to change our present 
system of money to a decimal system. All our present gold 
and silver coins can be expressed in a decimal system of 
florins and cents, except the 3d. It would, therefore, be only 
necessary to stamp all gold and silver coins issued in future 
with both their present values and their values in florins and 
cents. Then in a few years’ time, after the people were well 
accustomed to the values of the coins in the decimal system, 
to recoin all the copper money in cents, and from that date 
to mark the gold and silver coins in the decimal system only. 

At the same time it would be necessary to make the teach- 
ing of the metrical system in our schools compulsory, and to 
make all scientific books publish their figures in either the 
metrical system alone or in both the English and the French 
systems, and, after a certain number of years, in the 

nch system alone. 


WHAT ARE THE LIMITS OF HIGH POTEN. 
TIAL TRANSMISSION P 


In a letter same à in the ÆZlektrotechnische Zeitschrift, 
August Schneller, of The Hague, Holland, draws attention 
to certain points, which, he claims, have not been fully con- 
sidered. He writes as follows : 

“ In our technical papers the power transmission project 
from Lauffen to Frankfort, on the occasion of the Frankfort 
Exhibition, has been the frequent object of discussion of late. 
Although in the vi out of my experiments in the pre- 
- paration of ozone, I have already had considerable experience 
with alternating currents up to 24,000 volts potential, I have 
up to now avoided taking part in this discussion. Since, 
however, this project has been seriously taken up and spoken 
of by his Excellency, Dr. Von Stephan, I have regarded it as 
my duty to testify to the enormous difficulties of transmitting 

wer with 20,000 volts alternating current, which make 
its vie out in practice impossible. The transmitted 
300 H.P. may have at the primary transformer 30,000 volts 
and 6°2 amperes = 186,000 watts. To obtain 30,000 volts 
by transformation in commercially practicable apparatus, so 
as to be safe, is indeed difficult, but under certain construction 
not impossible. 

“The chief difficulty in the transmission of 30,000 volts 
lies not, however, in the fourfold transformation, and the loss 
thereby entailed, nor in the transformers themselves, but in 
the outside conductors. With 6°2 ampères, with a copper 
wire of 5 mm. diameter, and with 350 kilometres of wire, 
the drop in potential amounts to only 1,830 volts = 6°1 per 
cent. ; but the other losses which the conductors are subject 
to have been entirely left out of account up to the present. 
For the overhead conductors telegraph poles are n . 
which ought not to be more than 50 metres apart, so that 
altogether there will be 3,500 telegraph poles, and 7,000 oil 
insulators. One insulator, even an oil insulator, has an 
average resistance of 1,000 megohms when measured with 
low potential battery current. For 7,000 insulators there 
may then be a resistance of 150,000 ohms; then there would 
be, at 30,000 volts, 0°2 ampere loss, which loss of 3°2 per cent., 
in such an important undertaking, may almost be neglected. 

“ Now, however, comes the principal point : The ‘charging 
loss,’ according to my measurements, for an air dry insulator 
at 15,000 volts, amount to 2°3 watts ; at 20,000 volts to 4°7 


watts, and at 30,000 volts might reach about 15 watts, In 


the 7,000 insulators then, in dry weather, there would ty 
about 100,000 watts loss. : The losses in foggy or rain 


weather are still left quite out of the calculation. If w 

assume a distance between the parallel conductors of one — 
metre, there results, at 30,000 volts potential, a loss of 015 : 
watt per metre by silent discharge ; hence, for 175 kil. : 
metres, a loss of 26,000 watts. Allowing an efficiency of 95 ! 


per cent. for the primary and secondary machines, and 9 
per cent. for the transformers at full load, the loss in the ling 
6-1 per cent., the insulation loss 3°2 per cent., the ‘chargin 
loss’ on the insulators at 100,000 watts, and the silent dis. 


charge in 175 kilometres of parallel conductors at 26,009 


watts, then we come to the conclusion that in dry weather, 
from the Lauffen plant of 300 H.P., we will get in Frank. 
fort about 37 H.P. 7 iy 

“There must be taken into account still further abont 
6,000 square metres of condensing surface of the conducton 
and insalators. I have measured the sparking distance with 
20,000 volts alternating current at 100 reversals per second, 
without any condenser, and found it to be 46 mm.; and 
when a condenser of 15 sq. mm. surface was included, the 
sparking distance was more than 80 mm. ; but how great the 
sparking distance is with 6,000 square metres of condensing 
surface goes beyond my experience. On the basis of these 
truths it is easily seen that the whole project is a technical 
impossibility.” 


To this Mr. Charles Steinmetz replies as follows in the 
New York Electrical Engineer :— | 
“ In the last number of the Electrical Engineer, I noticed 
Mr. A. Schneller’s criticism of the project to transmit 300 
H.P. by alternating currents of 30,000 volts pressure over s 
distance of 115 miles. As Mr. Schneller’s rather unfavour- 
able remark, ‘technical impossibility,’ might perhaps 
influence the opinion of many engineers against: the adv 
ability of power transmission under such pressures, I deem 
it proper to show the fallacy of Mr. Schneller’s conclusion 
Of course, everyone will acknowledge that the use of 30,000 
volts pressure will bring about difficulties not met with in 
usual practice, and some experience will have to ke 
gathered, and even partial failures are to be ex 
Niagara Falls water-power will light New York’s streets 
and drive the shafting in its factories. | TU 
“But to come to Mr. Schneller’s criticism, it is neither 
unsafe nor difficult to buiid reliable transformers for 4 
sures of 30,000 velts and even more, because every 
Rhumkorff spark coil generates hundreds of thousands d 
volts. We must only bear in mind then, that for such pr 
sures air-spaces can no longer be considered as i 
Hence we have to enclose the whole transforming apparait 
in a medium of better insulating qualities, as was done 
the oil transformers used in the Oerlikon experiments. — 
“ The leakage current through the oil insulators of the line 
conductors, is considered even by Mr. Schneller as unm 
rtant. I consider it of still less importance, Decal 
ardly think that Mr. Brown had the best possible oil-inst- 
lators for his tests, and so I think that even the 3°2 per cell. 
loss referred to will be essentially reduced. à 
“ Mr. Schneller considers the charging loss in the oil inst- 
lators as the principal one, and calculates an enormous ' 
for it, while the Oerlikon experiments, even when using 
pressure higher than 30,000 volts, anda number of insulates 
equivalent to quite a considerable part of the proposed line 
between Frankfort and Lauffen, showed no percept! 
charging loss. No one, up to the present, in designing 1 


L | 


before 


sulators, has paid any attention to their static capacity, ie 


the very simple reason that this capacity has thus far bee 
without importance. If condenser capacity of 18 
should show any influence in practical working, it will be a 
easy task to build insulators with the least possible capacil}, 
just as telephone cables are built for least possible capaci) 
this being essential for their effective working. 
“Then Mr. Schneller gives figures of 
without giving the number of periods per second employed 
but the charging loss is directly proportional to the 2 
of periods, and therefore by À x a the number (0, #} 
one-fourth, it would be decreased by cent, art 
generators and transformers of a size fitted for use 11 a 
large power transmissions will work just as economlom’y 
with higher frequencies, and motors even more eco 
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« Furthermore, with regard to the silent dis- 
charge which Mr. Schneller charged with a loss of 
90,000 watts, everybody who ever handled a static 
electric machine, for instance a Tôpler-Holtz, which 

ives pressures far in excess of 30,000 volts, know 
that by simply covering the conductor with an 
‘nsulator such as India-rubber, the brush discharge 
from the rubber-covered parts disappears almost 


irely. | 
Pa Therefore, these two large losses which to Mr. 


Schneller seem to prove the project a technical 
impossibility, can exist only in a line improperly 
built and poorly insulated ; but by proper care in 
the construction, they can be made so small that 


may very likely be entirely neglected. 
a À "0" more about the telephone disturbances. 


These disturbances are proportional to the current 
flowing in the line, and entirely independent of the 
ure, so that a given current always gives the 
same disturbance, no matter whether it is backed 
only by a few volts or forced ahead by hundreds 
of thousands of volts. Therefore every increase of 
pressure will materially reduce the telephone disturb- 
ance by reducing the current needed to transmit 
the power. aa 
“Therefore I consider a power transmission by 
means of such a pressure not at all as impracticable, 
nor 30,000 volts as the highest pressure possible 
to use, but consider it only as the second step in that 
direction, the first of which was taken by Ferranti 
by sending 10,000 volts into his primary mains ; 
and I do not believe in any limit of pressure possible 
with the alternating current, but, on the contrary, 
that in the not distant future we shall see power 
transmissions for long-distance railways, &c., work- 
ing under a pressure of even hundreds of thousands 
of volts and working safely and satisfactorily.” 


LIGHTING THE NEW METROPOLITAN 
POLICE BUILDINGS. 


Tue whole of the new Metropolitan Police offices 


at New Scotland Yard have been fitted with the 


electric light by Messrs. Drake and Gorham, as 
contractors, with Mr. A. A. Campbell Swinton as 
consulting engineer. 

There are about 1,100 lamps at present fixed, and 
thetotal number will eventually be about 1,250. 


Every effort has been made to render this instal- 


lation as complete and perfect as possible, and it is 
believed that every possible contingency which could 
produce a failure of the light has been provided 
against and overcome. The enginehouse been 
excavated in the yard, between the main building 
and Whitehall, and the whole of the generating 
plant has been placed well away from the offices. 
The steam plant consists of three “ Lancashire ” 
boilers by Davey, Paxman & Co., each 22 feet 6 
inches by 6 feet diameter, each containing two 
flues 2 feet 3 inches diameter, with three circulating 
tubes, and Paxman’s patent strengthening and ex- 
pansion joint. The heating surface of each boiler 
18 480 square feet, and the three boilers are capable of 
evaporating from 6,000 to 8,000 lbs. of water per hour. 
e chimney is 12 square feet in sectional area, 
and is carried up to a height of 80 feet, the 
bottom 40 feet being lined with fire brick. The 
18 conveyed to the engine room by a duplicate 
system of steam-pipes, divided by nine valves, which 
enable any length to be cut out of circuit as re- 
ured, and provides for the continuation of the 
working in the event of a failure of the steam-pipe 
, water heater is of a special type, con- 
rae, of a tank, into which the feed 2 ote is 
rer by a ball valve, the water being blown 
whi heey by the exhaust steam from the engines, 
ch,enters immediately under the ball valve. : A 
“Pass:is provided to carry the exhaust direct to the 
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chimney, and thereby the amount of steam entering the heater 
can be varied, and the temperature of the water can be regu- 
lated from cold to boiling, as required. 

Two “ Worthington” steam pumps are so arranged as to 
‘draw water from the feed water heater, or direct from the 
main feed water tanks, which contain 2,000 gallons of water, 
and are so connected that either-pump can feed any one of 
the boilers at will. 

The current is obtained from four of the new “ Parsons” 
steam turbines and shunt-wound dynamos, three of these 
being eapable of giving an output of 35 units each, and a 
smaller generator giving an output of 120 amperes x 130 
volts for the charging of accumulators. 

These machines differ chiefly from the older forms of 
“ Parsons ” generators, in that they run at a lower rate of 
speed, and the turbines are on the radial flow principle 
instead of parallel flow, as previously. They are also fitted 
with a new form of variable expansion electrical governor, 


which secures additional economy at light loads, and is de- 


signed to maifitain a constant E.M.F. under all conditions. 
The accumulators consist of 106 cells, capable of discharging 
at a rate of 120 ampères for nine hours for the supply of 
200 lamps of 16 OP. each. The main distributing switch- 
board is placed 2 feet 6 inches from the wall, and doors 
provide acce’s to the baok of the partition, 80 that all the 
connections at the back and front can easily be inspected at 
time. | 

he lamp circuits from the main building are brought to 
a special distributing board fitted with cross connections, 
and patent ring contact switches, the design permitting 


ment enables the position of the light to be shifted at 

time without di en à and provides one solution of the 
extremely difficult problem of running the branch wires in . 
modern fireproof buildings in which no lath and plaster jg 
used 


In order to insure economy a separate switch has bee 
provided for every individual lamp throughout the rooms 
and offices. | 

The generating plant also provides electrical power to the 
printing office, where the Police Reports and Notices are now 
all printed by a machine worked by an electro-motor. 

ew Scotland Yard is, it is believed, the first Government 
office lighted entirely and exclusively with the electric light, 
The whole installation is now practically complete, and the 
new illuminant is giving general satisfaction to the. occu 
pants. | | 


IS CHEMICAL ACTION AFFECTED BY 
. MAGNETISM P | 


THE close relationship between electricity and chemical 
affinity on the one hand and that between electricity and 
magnetism on the other have naturally raised the question 
whether any relation can be traced between this affinity and 
magnetism. This question was the subject of numerous investi- 
tigations during the early part of the century, but seems to 
have been lost sight of till in 1882, when Prof. Remsen again 


" attracted attention to it by the interesting observation that, 


i 


both positive and negative connections to be shifted from 
any one of the sources of generating power to another in- 
stantaneously. 

The ordinary lighting for the building is supplied direct 
from the steam turbine dynamos, which supply a perfectly 
steady light, the extremely sensitive automatic governor 
keeping the E.M.F. constant within a very small percentage. 
The battery is charged from the smaller generator during 
the day, and, except in cases of emergency, is used only for 
the night service after 10 p.m., and for any few lamps re- 
quired in dark places during the day time. 

The voltmeters are of the “ Cardew” pattern, made with 
Tt large dials so that the voltage may be seen at a 
glance from any point in the engine room. 

The wiring of the main building has been carried out so 
as to obtain the greatest security and immunity from failure 
of the light—a number of small mains being run from the 
distributing board in preference to large conductors. 

Every alternate lamp throughout the building is supplied 
from a different circuit, so that, in the event of a eink. 
down, only half the lights would be extinguished. Through- 
out the passages the casing is let in flush with the face of 
the plaster, so as to render the conductors accessible without 
being an eyesore. The branch conductors are carried to 
small distributing fuse boxes, with glass fronts, placed over 
the doors in the different offices, from which point special 
vulcanised twin conductors braided with white cotton are 
carried to each lamp on the face of the concrete ceilings and 
supported with eyelets bushed with ebonite. This arrange- 


from a solution of the sulphate, copper is unequally deposited 
upon the armature of a horseshoe sons CIS American 
’hemical Journal, vol. iii., p. 137). | 
_ Other experiments have also borne relation to this we 
tion, e.g., those of Messrs. Nichols and Franklin (vide Am 
rican Journal of Science, vol. xxxiv., p. 419, and xx, 
p. 290) and of Messrs. Rowland and Bell (vide Phil. Mag., 
vol. xxvi., p. 105), &c. The subject has recently been a : 
proached from a new side by Morris Loeb, who sta 
the conviction that all of these investigations introduce phe 
nomena which tend to obscure the point at issue, #4, 
effect of magnetism upon the chemical reaction itself. 

The earliest experiment dealt with the rusting of bar 
magnets, and the most trustworthy observers appear © in- 
validate the assertion of some, namely, that magnetised irom 
differs from the non-magnetised metal in this respect, or that 
the north and south poles exhibit dissimilar behaviour. The 
experiments were naturally crude, and a positive result, were 
it admitted, would obviously have been due to à polar 
arrangement of the molecules rather than to a 
chemical affinity. : 

Next canie the crystallisation of salts or metals from i 
solution, within and without a magnetic field. A number 
observers qe to have found that the direction of grow 
either of the crystals themselves or of the clusters wilt 
they form, can be affected by the presence of a 1 
field, even though the substance be itself diamagnetic. Bat 
what is there in this that involves a modification of € 
action ? The quantity of deposit has not been 0 
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be altered by the magnet ; the physical arrangement of the 
molecules during crystallisation is always governed by direc- 
tive forces having no connection with affinity, and to the 
ordinary ones is now superimposed the polarising influence of 
the magnet. 

A different principle is involved in Remsen’s experiments, 
for they depend upon the removal of particles from a mag- 
netised mass of iron and the substitution for them of slightly 
magnetic copper. The explanation of Messrs. Rowland and 
Bell must appear highly plausible, that the resistance to such 
removal must protect the more highly magnetised points 
from reaction, so long as there are places where the iron can 
be more readily dissolved. We have here a purely mecha- 


nical reason for the localisation of the reaction in a non- - 


uniform field. That the fofal amount of reaction would not 
be affected we may infer from an experiment by Fossati 
(vide Wiedemann’s Beiblätter, 1890, p. 1,010), in which he 
shows that the weight of iron precipitated from a solution 
by zinc is not affected by the presence of a strong magnetic 
field. 


arethe observations of Messrs. Nichols and Franklin, which 
show that iron which has become “ passive ” through the 
action of strong nitric acid, suddenly regains its activity 
when introduced into a magnetic field. One might be 
tempted to ascribe this to the exposure of fresh surfaces, 
owing to the rearrangement of the molecules during mag- 
netisation ; but since the investigators have reason to seek 
the cause in the induction of local electric currents by the 
magnet, we may assign this phenomenon to the galvanic 
action in the magnetic field. 

Messrs. Nichols and Franklin appear to have been the first 
to experiment upon the effect.of an unequal magnetic field 
upon af electrolyte ; the movement of the para-magnetic salt 
to the interior portions of the field, and the inequality of 
electric potential consequent upon the variation of concentra- 


tion, were proved as might be expected. We have, then, this 


effect, as well as that of the induction of Faraday, to account 
for any irregularities which the galvanoscope might indicate 
when a solution undergoing electrolysis is also subjected to 
magnetic influence. Messrs. Nichols and Franklin doascribe 
their observations to this cause, and see no reason to intro- 
duce a sup change of chemical conditions. 

Mr. Loeb fails to see any significance in the experiment of 
placing one of two gas-voltameters or one of two cells con- 
taining an iron solution in a magnetic field, as performed by 
Fossati, and then looking for a difference in the amount of 
decomposition when a current is passed through the couple in 
series. Surely no such result, he says, could be expected in the 
face of the universally-acknowledged law of Faraday, unless, 
indeed, a magnetic field were imagined to alter the quanti- 
valence of the elements. | ; 

To sum uD, all experiments hitherto made have introduced 
non-chem al phenomena, due either to the inequalities of 
the magnetic field or to the physical heterogeneity of the 
reacting system, or to both of these causes at once. Mr. 
Loeb starts with the idea of studying the effect of mag- 


netism upon chemical reaction when the system remained . 


ogeneous throughout, and when the field of stress is 
practically homogeneous. Such conditions can be realised by 
observing the speed of some reaction which does not involve 
solids in the presence of a magnet, and again when there is 
no magnetic effect, provided the magnetic properties of the 
‘ystem could be altered by the reaction. In the same 
manner a8 an electric system is affected by its approach to 
ot removal from a magnetic field, we might suppose that a 
me which made a system more or less amenable to mag- 
l fur might show evidence of acceleration or retarda- 
y the magnetic force. If this effect were appreciable 
ae between magnetic force and chemical affinity 
uld be established, and data could be obtained for calcu- 
the real value of magnetisation. 
The cho; b undertook the investigation of this question. 
a: ice of materials was rather limited : of all compounds 
ts of the iron. group alone yielded markedly para- 
aretic solutions ; further, Wiedemann has shown that the 
total orms of reaction between salts does not affect the 
= re mg of the system so long as it involves merely 
the nge of acids. But there is a marked chan 
the a sutution of one of the ingredients is altered ; 
" omic magnetism of trivalent iron is 25 per cent. 


per inconsistent with the “ protection ” hypothesis 
t 


greater than that of the same element in the former state. 
Hence Loeb decided to study the effect of magnetism upon 
the speed of oxidation and reduction of iron salts in solution 
by reagents which showed ibut a feeble magnetism by them- 
selves. | 

Two such reactions have already been studied under 
ordinary conditions, and, inasmuch as the methods employed 
seemed admirably suited to the investigation which . Loeb 
undertook,, he adopted them. These methods are those of 


J. J. Hood (wide Phil. Mag., series (5), vol. vi, p.871: . 


vol. viii., p. 121, and vol. xiii., p. 419) and Meyerhoffer 
(vide Zeitschrift Phys. Chem., vol. ii., p. 597). 

A large Rhumkorff electro-magnet with cylindrical iron 
cores 10 inehcs long and 3 inches thick was used. The poles 
were 3 inches apart, and a current was employed from ten 
storage cells, the intensity of the magnetic field being 
roughly determined at 10,000 C.G.S. units per square cm. 
A prismatic battery cell 24 x 6 x 6 inches was placed 
between the poles to serve as a bath of constant tempera- 
ture, and was protected from direct contact with the poles 
by thin layers of cotton and was traversed by a rapid cur- 
rent of water, whose temperature was kept within 0°1° C. of 
the desired temperature. The solutions were placed in a 
flat flask, and this was suspended just between poles of 
the magnet. | 

So much for the apparatus : the methods of examination 
were of a strictly chemical nature, and the actual numerical 
results obtained would occupy more space than we can con- 
veniently afford. Those of our readers who, are sufficiently 
interested to follow out the experiments made by Loeb on 
the oxidation of a ferrous salt, and the reduction of ferric 
chloride, are referred to the American Journal of Chemistry, 
vol. xiii., No. 3, pp. 145—158, where they will find every 
détail they require. | 

The majority of our readers will chiefly be interested in 
the conclusions drawn from the results of this investigation. 
It seems that the results obtained were negative. It might, 
perhaps, be suggested that the means of observation at 

isposal were inadequate ; but this, we believe, was not the 
case. Loeb is confident that his method is of no lower order 
of delicacy than those hitherto employed in connection with 
the subject, and looking at the results, such as they are, he 
does not hesitate to assert his opinion that no relation 
re magnetic force and chemical affinity can be esta 

lished. | | 


NOTE ON THE AGREEMENT BETWEEN THE 
ELECTRO-MAGNETIC UNIT AND THE 
ELECTROSTATIC UNIT OF ELECTRICITY. 


By H. PELLAT.* 
THE agreement which exists between the electro-magnetic 
unit and the electrostatic unit of electricity is easily demons- 
trated, since the number which expresses a difference of 
potential in electro-magnetic units is the same as that which 
expresses it in electrostatic units. 

In virtue of the relation discovered by Ohm, rtamely, 

the absolute measurement in electro-magnetic units has been 
brought to the absolute measurement of a resistance, r, and 
that of a current, 7. 

The measurement of i has been effected by my absolute 
electro-dynamometer (vide Comptes Rendus, ciii., p. 1,189 ; 
1886). | 

For the measurement of the resistance, I have assumed 


that the true ohm is “ = of the legal ohm. Finally, the 
measurement in electrostatic units has been effected by means 
of the absolute electrometer of Sir William Thomson. Here 
is a description of the method employed. 

The current was yielded by a battery, a, composed of 
several sets of cells: the battery possessed a total resistance, 
R, made up of equal resistances, R! = 100,000: 

The difference of potential at the ends of one of these 


* Read before the Paris Academy of Science, April 13th, 1891. 
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posed to the electromotive force of a 
battery, B, consisting of thirteen Latimer Clark cells. Compen- 
sation, the value of which was observed by means of a 
capillary electrometer, was produced and maintained exactly 
by adding or subtracting by the aid of a convenient commu- 
tator the necessary number of cells. This operation ensured 
the constancy of the current from the battery, 4, while the 
measurements were being taken. 

The difference of potential at the ends of the. resistance, 
R, which was measured by means of the Thomson electrometer, 
was exactly ” times the electromotive force, E, of the battery, B. 

In order to: obtain rE, the thirteen elements in the battery, 
B, were compared by the. method of opposition with a standard 
Latimer Clark cell, Tr, which ‘was ‘furnished -with thermo- 
meter. 

The electromotive force of the cell, Tr, calculated with 
reference to its temperature in each experiment, was deter- 
mined in absolute values from time to time, according to 
the following plan :— 

The element, T, was opposed to the difference of potential 
produced at the end of a resistance, 7, by the passage of a 
current, 7, measured by means of an absolute electro-dyna- 
mometer ; the compensation, observed by means of a very 
delicate capillary electrometer, was obtained and maintained 
by means of a rheostat placed in the circuit of the current, à ; 
this operation ensured the constancy of the current, i, during 
the measurement by the electro-dynamometer. The re- 
sistance, 7, with a naked wire was placed in a petroleum bath, 


resistances, R!, was op 


of which the temperature, kept uniform by agitation, was | 


measured ; the resistance was taken again and again and 
compared with the mercurial standards of Benoit. The re- 
e = ir, furnished the electromotive force, of the 
cell, T. 

The measurements with the absolute electrometer were 
made alternately by the aid of a commutator suitably 
arranged ; the communication between the extremities of the 
resistance, R, and either the plate or the exterior of the 
Leyden jar of the electrometer. In this way the displace- 
ment of the plate measured double the electromotive force, 
n &, existing at the extremities of R. By alternating the 
experiments at intervals of 30 seconds, any error of observa- 
tion was eliminated. Each determination involved from ten 
to twenty alternate experiments. 

After studying the experimental arrangements for three 
ay two definite series of experiments have been effected. 

he first (May—June, 1890) comprised twenty determina- 
tions, and a resistance, R, of one megohm was used, at the 
extremities of which was a difference of potential equal to 
189 volts ; it gave as a result :— 


y = 30093 x 10”, 


The second series of experiments, comprising thirty-three 
determinations, was made with a resistance R — 2 meghoms, 
and a difference of potential equal to 378 volts ; the result 
was practically the same, namely, 


y = 80091 x 1010, 


This number, 3009 x 101, only differs by ,4,th from : 


the number found by Cornu for the velocity of light, 
namely, 


v = 3004 x 107, 


The Thomson electrometer as used, did not permit of a more 
accurate result than this ; still the error due to the electro- 
metric measurement and to other causes, may reasonably be 
regarded as negligible. In a future memoir 1 shall give the 
details necessary for making the proper corrections. 


THE AGRICULTURAL HALL EXHIBITION. 


Tne third International Engineers’, Electricians’, Builders’ 
and lronmongers’ Exhibition, which was inaugurated at the 
Royal Agricultural Hall, Islington, on the 23rd ult., and will be 
closed to-morrow, is very disappointing generally, but from an 
electrical point of view it is a complete failure. Whether the 
Islington hall is growing less attractive to exhibitors, or 
whether electrical firms are becoming tired of participating 
in exhibitions is not evident, but it is a significant fact that 
whilst nearly a dozen firms displayed their manufactures at 


engines 


the second show held last year, scarcely one electrical esta}: : 
lishment is represented on the present occasion. A collection 
of primary batteries and incandescent lamps is shown by the ! 
Town Electric Light Company of 46, Ques 
Victoria Street, E.C., and Mr. Dan Rylands of 62, Kin 

William - Street, E.C., exhibits his patent glass lined 
piping for electric light mains and other pu Gu | 
engines are well represented by Messrs. Crossley Brother, 

Limited, who. show two “Otto” engines; “ Griffin” gs 
engines by Messrs. Dick Kerr & Co., Limited ; “Stockport” 


engines by Messrs. J. E. H. Andrew & Co., Limited ; “Trent” 


engines by the Trent Gas Engine Co., Limited ; “ Leeds” 
engines by Mr. J. R. Woodhead of Leeds ; and “ Campbell” 
the Campbell-Gas Engine Co.; Limited, of Hal 
Messrs. D. Hulett & Co., Limited, of 55 and 56, High 
Holborn, W.C., who recently opened an electric lig 
department, content themselves: with exhibits referring to 
the gas industry-and a few electric bells. Mr. E. 8, Hi 
occupies his usual stand with a display of his well-knom 


- vertical and horizontal steam engines and boilers. 


TRIAL OF A 100 HORSE-POWER SIMPLEX — 
GAS ENGINE. 


THE trials, of which we give below the results of the longest 
continuous run, were undertaken by Prof. Witz in order to 
compare the working cost of a large power gas engine using 
Dowson gas with that of a steam engine of the same effec. 
tive horse-power. The comparison was made between a 
Corliss condensing engine of 75 horse-power output and the 
gas engine under trial. Given a consumption of 2°35 lbs. d 
coal per horse-power hour for the steam engine, and taking 
its ratio of efficiency at 11 to 20 for the gas engine, th 
professor states that the two sets of plant occupy about the 
same floor area, and that the total prime cost of the 
would come to nearly similar amounts, £1,280. Interest and 
depreciation are taken at 15 percent. per annum for 300 work- 
ing days of 10 hours each, while the wages of the engineman 
is charged equally to each apparatus. The figures as esti 
mated are 38s. per day for the steam engine and 31°42 for 
the Simplex gas engine. Prof. Witz, in his estimate, has 
based his calculations on the cost of anthracite coal a 
25s. 114d. per ton and coke at 27s. 9d. per ton. Mr. Dowson 
also gives an estimate of the cost of working a gas engined 
100 indicated horse-power with Dowson gas for 250 dap 
at 10 hours per day, quoting for.the consumption of coke at 
10s. per ton, coke var” : being used-in place of the mor 
expensive anthracite. The result coming out at 24°738. pr 
day of 10 hours. - 

Some trials made with Dowson gas in driving engine 
were carried out at Messrs. Crossley’s works, Manchester. In 
the one case ordinary gas coke was used in the general, | 
and in another trial anthracite was employed. Coke gat : 
one indicated horse-power for 1°4 lbs. ; anthracite producing 
the same horse-power for 1°2 lbs. With so slight a diffe 
rence in the consumption of fuel per horse-power, # 
Dowson considers that he has su ed in producing hs 
gas practically as well with the cheap fuel as with that of! 
more expensive nature. 

The engine used by Prof. Witz in the trial, the pr 
ticulars of which are set forth in the table, was a 100 hom . 
power Simplex gas engine manufactured by Messrs. Te | 
and Co., of Rouen. It is a single-cylindered engine. 
cylinder is 22°64 inches diameter with a stroke of 37°4 ines 

here are two flywheels mounted on the shaft. The 
wheels are 11°8 feet diameter, and weigh 3°84 tons 
The normal speed of the engine is 100 revolutions Pe 
minute. The engine is a four-cycle one, working WA. 
air pressure of 85°4 Ibs. per square inch. The oot 
of air and gas is effected by one slide and three a 
valves, and the ignition is by electricity. The engmé " 
with delayed ignition, so that the explosion does not jus 

lace till the crank is 15° past the dead point. wen re 
essens the strain on the bearings of the crank shaft, 
enables the ignited gas to expand more rapidly angi 
and the maximum pressure is better maintained. cv a 
is fitted with a self-starter. The producer was 2 feet @™ 
in internal diameter and 6 feet 3 inches from 
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The air to the generator was induced by a jet of steam, not 
superheated. The gas on issuing from the producer passed 
through a scrubber of coke, 9 feet high, through which a 
current of water was kept flowing, and through a sawdust 
purifier, to a gasholder of 740 cubic feet, and thence by a 
51-inch pipe to the motor. 

The temperature of the water was taken before entering 
the jacket, 66°2° F., and after leaving the same, 108°5° F. 
The exhaust temperature, 824° F., was obtained by the 
calorimetric method ; indicator diagrams were taken by a 
Richards indicator. The brake used was of the rope type, now 
so frequently employed. The wheel was kept at a tempera- 
ture of 79° F., and was cooled by water internally, on the 
Druitt-Halpin system. | | 

The indicated horse-power was 110°4, the brake horse- 

wer 74°82, therefore the efficiency of the mechanism was 
fy cent. The highest efficiency at the Society of Arts 


trials was 86 per cent., although for a much smaller 
engine, _ | : 
TABLE, 
Results of Trial lasting 23 hours 30 minutes. 
FvEL. 
Weight of anthracite used ... .«. 2,080 lbs. 
»  Oof-coke used ... 9772 
Consumption of anthracite per brake 
H.P. per hour oss 1155 ,, 
Consumption of coke per brake H.P. 
Total consumption of fuel per brake 
H.P. per hour à 1369 ,, 


WATER. 
Quantity of water supplied to pro- 
ducer... 93424 cubic feet. 
Quantity of watersuppliedtoscrubber 647 
” ” ” jacket... 3,152 9 
Consumption of water for producer 
per brake H.P. hour ‘0195 
Consumption of water for scrubber 
per brake H.P. hour TA 


Consumption of water for jacket per 


brake H.P. hour 1°793 
Total consumption of water ... = 2°1805 
OIL. 
Weight of oil used in cylinder an 14°71 = lbs. 
Of grease used in bearings ... 
Consumption of cylinder oil per 
brake H.P. hour ‘0084 ,, 
Consumption of grease “per brake 
HP, hour eee eee eee ‘0010 ” 
à : Gas. 
otal consumption of gas per hour.. 6,739 cubic feet. 
ht of barometer during trial ... 772 mm. 
Temperature of gas on entering 
engine 21°5 deg. C. 


Consumption of gas reduced to 0° C., 
760 mm. per hour ose 
Consumption of gas reduced to 0° C., 
at Bg mm. per brake H.P. per 


6,345 cubic feet. 


84°87 
BRAKE. 
Total revolutions of engine... ... 142,157 
verage revolutions per minute... 100°8 
eter of brake pulley 5°576 fect 
Leal of ropes ‘ ‘ian ss ‘945 m. = ‘0788 ft. 
E tension of spring at tail end... 1790 
fective load...  … 12088 
HP. (English)... 74:82 H.P. 


It is the opinion of Prof. Witz that large-size gas engines 


F1G. 1.—-PERSPECTIVE VIEW OF ARMATURE. 


will replace steam engines of like power, much as small 
gas engines, at all events for town work, are at present used 
in preference to engines that require much personal atten- 
tion. The whole matter, however, will resolve itself into 
one of convenience and cost, and the motor that will be 
most used will be that one which will. give the minimum of 
trouble to the user, and whose cost shall not be prohibitive. 


AN EFFICIENT PLATING DYNAMO.* 
THE armature for plating has but a ingle layer of wire, 
with two convolutions to each layer. To facilitate winding, 
two parallel wires, No. 10 B. and S. gauge, are used in eac 
coil instead of using a tie. prger wire. Fig. 1 shows the 
armature complete, and Fig. 2 shows: the armature core in 
section with the dimensions marked on. 5 

It consists of an iron spool filled with-No. 18 or No. 20 
very soft iron wire, either rusted or varnished tô prevent 
Foucault currents. | 

The heads of the spool are provided with 20 radial slots in 
which are inserted the small wedges, a, — the coils 
of the armature. The wires forming the coils are each about 
20 inches long. The winding is according to the Froelich 
method. Coil 1 (consisting of two parallel wires as described) 
is placed entirely upon one side of a diametrical line of 
the armature, and begins and ends on the opposite side of 
the armature. Coil 2 is placed on the opposite side of the 


same diametrical line,‘andbegins and ends on the opposite 
side of the armature Coil 3 begins on the same side of the 
armature as coil 1, adjoining coil 2 on that side, but leaving 
a space between it and coil 1 on the opposite side of the 
armature for coil 4, which is to be s | and finished on 
the same side of the armature as coil 2. Coil 4 will adjoin 
coil 3 on the side of the armature opposite that on which the 
coil is started and finished. The armature is proceeded with 
in this manner until all the spaces are filled up and the coils 
are all in place with their ends projecting as + heu 

There are ten coils, and the same number of bars in the 
commutator cylinder. Each commutator;;bar::receivest the 


wl. 
0 78 


Fig. 2.—LONGITUDINAL SECTION OF ARMATURE. 


. 
| 
end of one coil and the beginning of the next, so that the 
coil is closed. 

If desired, the coil may be wound according to the Siemens 
(or Hefner-Alteneck) method, provided a commutator cylinder 
has an odd number of bars and the armature an odd number 
of coils, The Siemens method thus modified is, in fact, the 
Edison winding. | 


* By Geo. M. Hopkins, in the Scientific American Supplement. 
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“In the present case each bar has formed integrally with it a 
radial arm which is bent toward the armature core, and slots, 
R, are made in the end to receive the terminals of the coils, 
‘which are soldered in the slots. The arrangement of the 
terminals of the coils is the same as in the Siemens armature 


Fig. 3.—CommutTatoR END OF ARMATURE. 


—i.e., each commutator bar receives the end of one coil and | 
the beginning of the next. | 
The commutator cylinder is built up on a flanged sleeve, 


Fic. 4.—Two ARMATURE CoILs SEPARATE FROM CORE. 


a, fitted to the armature shaft. The flange of the sleeve is 
grooved in the side to receive the lugs projecting from the 
commutator bars, P. A tube, 0, of insulating material, such 
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_ Fic. 5.—Derrairs or Commutator. 


a8 hard rubber or vulcanised fibre, is slipped over the sleeve 
M, and the groove in the flange of the sleeve is lined with 
insulating material. A countersunk nut, N, is screwed’ on 
the end of the sleeve, M. Between the nut and the bevelled 


d 


ends of the commutator bars is placed an insulating Washer, 


Q. The bars, P, are separated from each other by mica, _ 
The commutator brushes used on the eight-light dynamo* 
will answer for this armature, but wider ones would be 
ferable. 
The field-magnet is used in connection with the armature 
here shown and described, but a switch is required by meang 
of which the current may be sent through all the coils in 
series, or all in parallel, or with any intermediate arrangement, 
so that the current can be controlled at will, — ‘di 


Fic. 6.—Top or F.M. wir“ SwircH AND DIAGRAM or CONNECTION 
| FOR PLATING. 


The switch is made in cylindrical form with metallic plates 


‘ and connections as shown in fig. 7, in which the surface of 


the cylinder is spread out flat to permit of easy explanation. 
The cylinder forming the body of the switch is of wood. 
It is provided with journals which revolve in bearings in a 
wooden frame attached to the top of the field-magnet. On 
the ends of the wooden:cylinder are mounted 
C, D, which are pressed by springs, À, B, conn with 
commutator brushes, as shown in fig. 6. Between the 
U, D, are arranged four series of plates, which may be b 
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Fia. 7.—DIAGRAM oF SWITCH. 


into contact with the series, a, b, of springs secured to - 
wooden switch frame and connected with the terminals 


the separate coils of the field-magnet—the terminals 1, 2, à 


4, 5, 6, 7, 8, of one-half of the field-magnet being connec 
with the series a, those of the other half being connected 1 
the same way with the series b. 

With the switch in the position shown in fig. 7, the 
rent arrives at the spring, A, from the armature, passes 1 
ring, C, thence to the plate, c, and through the connecting 
wire to the plate, c’, thus causing the current to pass down 


* See ELecrricaL Review for May 6th and 13th, 1887.- 
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‘the field-magnet wires, 5, LE 8 of each serics. : It returns 


to the switch through wires 1, 2, 3, 4 of each series to the 
plates, d, d', which are connected electrically, as shown. 

From the plates, d, d’, the current flows to the ring; D, and 
spring, B, thence-back to the armature. By this arrange- 
ment all the coils of the field-magnet are thrown in parallel. 
By turning the switch so as to bring the springs in contact 
with the plates, E, F, G, the arrangement is such that the 
current flows through four coils in parallel and two in series. 
By bringing the plates, H, I, J, K, L, into contact with the 
springs, the current passes through two coils in parallel and 
four in series, and when the switch is turned so as to -bring 
the plates, F, G, H, &c., in contact, the current passes through 
all the coils in series, 7.¢., the current through the 
winding of the field-magnet as it would through an ordinary 
electro-magnet, 2.e., it passes from plate F, through spring 
8, and one coil of the magnet to plate J, thence by the cross 
connection to plate G, through spring 7, and another coil of 
the magnet to plate K, and so on. | | | 

By means of this switch the current may be adapted to 
electrotyping, or brass, nickel, silver, or gold plating.. At 
2,500 revolutions per minute, with field-magnet in shunt, 
with current split, running down both arms of the magnet 
in parallel, as first described, the machine yields a current of 
55 amperes with an E.M.F. of 5 volts. . The current may be 
varied from 50 to 85 amperes with an E.M.F. of from 25 to 
5 volts and upward. | | 


REVIEWS. 


A Dictionary of Metric and other Useful Measures. By 
LaTIMER CLARK, M.I.C.E., M.I.E.E., F.R.S., F.R.A.S. 
E. and F. N. Spon, 125, Strand, London. New York : 
12, Courtlandt Street, 1891. | | 


. This work, although short, containing a little over 100 
pages, is full of a vast amount of useful information, espe- 
cially valuable to those who so frequently require to make 
calculations where the metric system is used. The short 


* title of “ Metric Measures” by which the book is tersely 


called, scarcely conveys the true purpose of the work, and 
would under that name fail to attract those to whom it would 
be especially applicable. Re | 

The author, in his preface, remarks : “ These pages are 
primarily intended as an «ide-mémoire for the use of those 
who have occasion to employ metric and other physical 
measures.” We venture to think that those who have once 
employed this work to assist them in their usual calculations 
will find it of such frequent use and value that it will become 
a substitute, rather than an aid, to the memory, for through- 
out its pages will be found not only all the ready calculations 
for the conversion of one measure to another, but also the 
reciprocals, | 

Although the author states that “no attempt has becn 
made in the present volume to include the numberless and 
very variable measures in local use in less civilised portions 
of the globe,” yet a very large number of foreign and almost 


unknown measures are given. We will quote two only : 


“ Aune, old French ell ;” “Blue (Wales), one-twelfth of a 
gallon.” But under the heading of “Stone ” we do not see 
that a “ stone of wire” = 12 lbs. as known in Yorkshire, 
hor 18 the Winchester measure of sulphuric acid given. 
_ the arrangement of the work is in alphabetical order, and 
affords a very ready method of obtaining spcedily the 
‘ired information ; of this the author remarks, “but the chicf 
gain will be found to arise from the uniformity of arrange- 
rem the ease of reference, and the prescriptive directions, 
Which soon become familiar, and which enable one to usc tle 
ner as 1 were mechanically, even while engaged in con- 
pation or argument, without interference with the train of 
ought on which the mind is engaged.” _ | 
Pa. this dictionary the arrangement is, in order to convert 
= ras into a second, the figures are given first of the 
moet to multiply by, and secondly the reciprocal to divide 
LÀ the third column the logarithm (to five figures) of the 
ri iplier. Thus to convert “ kilometres ” into “ miles” 
by “62138, divide by 1°6093, log. 1°79336. A re- 


“rence to “ miles” into “ kilometres ” will find the second — 


figure as the multiplier, but, in this instance the reciprocal, 
for some reason, is not given. This we find to be the case 
with many other instances, and we also notice that in various 
laces‘ the logarithm is given, but the multiplier appears to 
ave been omitted, whether purposely or not we carinof say. | 
In addition to the large'amount of measures given will 

found’ some useful’ information under other heads, as, for 
instance, under “ Copper,” we find its resistance, weight, &c. ; 
but whilst the effect of annealing is mentioned, no notice häs 
been taken of the now very important process of “ tinning,” 
the peculiarity of this process being that the added weight of 
the “tin” cannot be measured, and. the increased diameter of 
the wire cannot be gauged. . Under :the head of “ Water ” is 
also to be found a great deal of useful information. The book 
concludes with some, useful tables, including some’ well- 
arranged logarithms and anti-logarithms. 

We can only conclude our remarks with the expression of 
our opinion that Mr. Latimer Clark has placed before.us an 


exceedingly valuable and useful book, which, in a. very. small © 


compass, contains more n and ready numerical: re- 

ferences than will be found elsewhere. The long and successful 

practical experiences of the author in varied branches of ‘his 

D. has enabled him to safely place before others what 
is own practice has shown to be necessary and useful. 


Handbook for Mechanical. Engineers. By. Henry ADAMS. 
Second Edition. Revised and enlarged. LE. and F. N. 
Spon, 125, Strand, London. | 


This excellent collection of engineering notes is of consi- 
derable value. The book is in many respects of the .Moles- 
worth type, though it contains more descriptive matter, and 


the usual lengthy tables of circles, logarithms, &c:, are con- 


spicuous by their absence. The authorities for the various 
formulæ are given in most cases. At the end of the-book 
the syllabus of the City and Guilds of London Technical 
Institute, with reference to iron and steel manufacture, elec- 
trical engineering, metal plate work, tools, and mechanical 
engineering, is given in full, together with the. similar 
syllabus of the Government Department of Science and Art, 
and of the City of London College Engineering. Department. 
We may add that a feature in the book is the excellent style 
in which the matter is printed, a characteristic of all Messrs. 
Spon’s publications. | 


A Treatise on the Law and Practice relating to Letters Patent 
for Inventions. By RoBerT Frost, B.Sc. London: 
Stevens and Haynes, Bell Yard, Temple Bar. = 
This bulky volume is an attempt to bring within a reason- 

able compass the law, as it at present exists, in reference to 

letters patent in England. The whole subject is an intricate 
one, and one with which it is difficult to deal satisfactorily. 

The chief of the matter consists of numerous law cases, 

in which the points with reference to various kinds of in- 

fringements are mentioned. Great care appears to have 


been taken in the compilation, and a very large amount of 


ground is covered. 


Journal of the Institution of Electrical “cs st No. 92. 

London : E. and F. N. Spon, 125, Strand. 

The contents of this number are as follows :—Discussion 
on Major-General Webber’s paper on. “ Electric. Lighting 
from Central Stations, with Special Reference to the Chelseu 
System ;” “Transformer Distribution,” by J. Swinburne ; 
discussions on same ; Abstracts, &c.. © 


Formulaire; Pratique, de L’Electricien. Par. E: HOSPITALIER. 


. Neuvième Année.: Paris :: G. : Masson, : Editeur, Libraire | 


de l’Académie de Médecine, 12, Boulevard Saint-Germain.’ 

As each succeeding edition of this excellent work. appears 
there is always some improvement to. note. In the present 
edition the chief additions as regards the theoretical portions 
of the book relate to periodic currents, the increase in resist-, 
ance of conductors traversed by them, their measurement, 
&c. The practical portions added relate to gas burning, 
specific resistances, magnetic constants, &c. In the fourth part 
of the book, in which the distribution of electric power, 
dynamos, &c., are dealt with, much recént matter has, been 
worked in, so that the whole is brought, as far as possible, 
well up to date. 
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Journal of the Institution of Electrical Engineers. No. 91. 
London: E. & F. N. Spon, 125, Strand. 


The contents of this number are as follows :—Inaugural 
Address of the President, Prof. William Crookes ; “ Elec- 
tricity in Transitu: from Plenum to Vacuum,” “ Electric 
Lighting from Central Stations, with Special Reference to 
the Chelsea System,” by Major-General C.-E. Webber, C.B. 
Original Communication :—‘ Early History of the Telegraph 
in India,” by P. V. Luke. Abstracts, &c. 


LD’ Année. Electrique ou Exposé Annuel des Travaux Scien- 
tifiques des Inventions, &c. Par PH. DELAHAYE. Sep- 
tième ‘Année. Paris: Baudry et Cie, Editeurs, 15, Rue 
des Saints-Péres. | 
This hardy annual continues to keep up its high 

standard of completeness ; considering the entire absence of 

illustrations, the subject matter gives a remarkably clear 

notion of the multifarious subjects dealt with. Both as a 

work for immediate and for future reference it possesses, and 


will possess, great value. 


Intensity Coils: How Made and How Used; also Electric 
Light, Telephone, and Phonograph. 16th Edition. By 
Dyer. . London: Perken, Son and Rayment, 99, Hatton 
Garden. 
We can -well remember the first. edition of this book, and 

though we had lost sight of the work for ‘some years, we arc 
not surprised to find that it has gone through so many 
editions as 16. The original matter was so good that but 
little could be done to improve it ; the additional pages, 
however, are hardly up to the useful character of the older 
portion, being far too sketchy to be of matcrial value. 


The History of Electricity in America. 

We have received copies of the March and April numbers 
of the. New England Magazine, an illustrated American. 
monthly, containing very interesting articles by G. H. 
Stockbridge on:the “ History of Electricity in America.” 
The article in the March number deals with the early his- 
tory, commencing with Benjamin Franklin, of whom a 
portrait is given. An illustration of the original Franklin 
electrical machine, now in the Franklin Institute, is interest- 
ing. Prof. J. Henry is next alluded to, and the valuable 
work done by him receives ample justice. Prof. Morse,and the 
share which he took in the invention of the practical electric 
telegraph, are next spoken of, duc mention being made of 
the important’ part which Vail piayed in the matter. Page, 
and the important work which he did in connection with 
electromotor and other apparatus, are duly chronicled, and 
in all cases care is taken to apportion a due share of credit 
to those whose. rames are comparatively unknown, but who 
have an undoubted right to be mentioned in connection with 
useful work done. 

In the April number the names of Cyrus Ficld, Edison, 
Elihu Thomson, E. Weston, Graham Bell, Brush, and others, 
appear, and the work done by them is detailed in an inte- 
resting manner. Altogether the articles are well worth 
reading. 


LONDON COUNTY COUNCIL. 


At the usual weekly meeting the following report of the Highways 
Committee was presented :— 


ELecrric LIGHTING—PRovISIONAL ORDERS, 1891. 


On the 14th instant we reported that we had suggested to the Board 
of Trade that certain amendments should be made in several electric 
lighting provisional orders of this session ; and we have.now to report 
that a letter has been received from the board, stating that the 
amendments suggested by us on behalf of the council have been made 
in the Westminster order. dh 

We have considered the Southwark electric lighting provisional 
order, which has been forwarded by the Board of Trade; and have 
suggested to the board similar amendments to those with reference 
to the Wandsworth and other orders reported last weck, with the 
additional suggestion that clause 59a, which relates to the transfer 
of the undertaking to a company, shall be so amended as to require 
notice of such intended transfer to be given in the manner required 
by the Standing Orders of Parliament, and that no transfer shall take 
place unless authorised by Act of Parliament. We recommend that 


the course taken by us with reference to the Southwark electric light. 


ing provisional order be approved. 


SUBWAYS. 


[May 1, 1891, © 


We have considered an application of the National Telephone 


Company for permission to repair and partly replace existing cables 
connecting the Grand. Hotel. with :the: Nerthumberland Avenue gub. 
way. We see no. objection to this; and we recommend that 
National Telephone Company be permitted to carry out the work re. 
ferred to in the application, under the supervision of the chief 
engineer of the council, and upon condition that any da | 


that 
may be done to the subway. in the execution of the work shall te 


made good to his satisfaction and at the sole cost of the company, 


Notices unDER Execrric’ LIGHTING ORDERS AND Atts. 


We have had before us a letter from the London. Æleatric § 
Corporation, stating, with reference to the requirement a to 
the council’s sanction of the works referred to in the company’s later 
notices that each of the street boxes shall be provided with a double 
cover, that concentric cables are to be used, and that their constru: 
tion and use are such that shocks are impossible, and the company 
asks that the requirement may be withdrawn. The chief 
has reported, lafter inspection of the concéntric cables, that whete 
they are used the provision of the second covers may be dispensed 
with, but that certain conditions with reference to the protection of 
them from injury should be laid: down. He further states; as arésult 
of his inspection, that there appear to be in some of the company’s 
street boxes some disused cables, and that these may be a source of 
danger unless removed. We recommend -that the London Electric 
Supply Corporation be informed that in those cases where condcétitric 
cables are used, the éouncil’s requirement as to the provision of: the 
second cover to each of the strect boxes will not be insisted ypon; 
but that the council requires that ail electric lines, other than thos } 
in actual use, shall be removed from the street boxes; that all pipes 
or openings from or into the boxes shall be of such shape as to re- 
move all risk of injury to the covering of the cables; that cables 
crossing the boxes shall be supported from below in the boxes; that 
all service lines or small cables shall be protected, where leaving the 
boxes, by an extra lead covering, or by wooden stoppers, and shall 
also have a copper wire of sufficient size carried from the service to _ 
the main cable, in good connection with the lead or iron outer casing; 
that nothing shall be kept in any box but the electric lines in actual 
use, and that the ends-of all mains terminating elsewhere than ina 
box shall be securely protectéd by iron caps in addition to any other 
covering. 4! 

We have considered a notice, dated April 13th, 1891, from. the 


London Electric Supply Corporation, of intention to lay distributing 


mains in North Row, Green Street, Wood’s Mews, and ‘Norfolk 
Street, in the parish of St. George, Hanover Square (1 plan, DM, 
12/91). These mains will consist of cast-iron pipes with lead-covered 
concentric cables drawn into them ; and the conditions above stated 
will apply. We recommend that the sanction of the council be given 
to the works referred-to in the notice of the London Electric Supply 
Corporation, dated 13th April, 1891, on condition that the compasy 
do give two days’ notice to the council’s chief engincer before com- 
mencing the works; that the mains be laid under the footways and 
be kept 9 inches below the under side of the paving whercever it. is 
found practicable to do so; that where the mains cross the carriage- 
ways they be kept at the same depth below the concrete’ or the road 
material as the case may be; that all pipes or openings from or into 
the boxes shall be of such shape as to remove all risk. of injury to the 
covering of the cables; that all cables crossing the boxes 8 
supported from below in the. boxes; that all service lincs or 8 
cables shall be protected, where leaving the boxes, by an extra lead 
covering or by wooden stoppers, and shall also have a copper wire of 
sufficient size carried from the service to the main cable in good con- 
nection with the lead or iron outer casing; and that the ends of all 
mains terminating elsewhere than in a box shall be securely pro 
tected by iron caps in addition to any other covering. _ - 

We have also to report the receipt of the undermentioned. notice, 
given by the London Electric Supply Corporation, in acco 
with the resolution of the council to accept four days’ (instead of one 
months’) notice in respect of the laying of service lines from mails 
already laid :—“ 9th April, 1891—To 27, New Bond Strect, and 1, à, 
4, 17, and 19, Coventry Street.” | 


SUBWAYS. 


We have received a report from the engineer with reference to 4 
fire which occurred in the Northumberland Avénue subway on April 
ist, by which some slight damage was done to wires belonging to the. 
Post Office Telegraphs Department. The origin of the fire cannot be 
precisely ascertained; but it is supposed that a lighted pipe m4 
have been left in a coat belonging to une of the flushers who used t 
subway for the purpose of changing their clothes before entering the 
sewers, or that a sewer lamp may have been left alight in the subway 
and by some means got upset. ‘The use of the subway by the flushers 
has now been discontinued. In the course of our enquiries intot 
matter we have ascertained that there is at present no effective com 
trol exercised over the use of the council's subways ; and 
the council, on our recommendation, caused locks to be placed on the = 
entrances to the subways, these locks have not yet been used, yor d 
to the objections offered by the companies and others using the 80 
ways, and it is possible for persons to enter the subways wit 
knowledge of the council’s officials. The council, on the hg 
November, 1889, made bye-laws relative to the use of certain 
subways; and these were subsequently confirmed by the E 
Trade and by the Secretary of State for the Home Department, à = 
came into force in March of this year, As, however, these bye". 
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cannot: be made to app the of the.council (from the 


wers, Of, the council; in; this.. We, have. been 
nie Ei hope soon to submit to the council, regulations applic- 
able to all the subways. . In the meantime, however, we think that as 
a matter of precaution, and for the-prétection not only of the sub- 
ways themselves, but of thé pipes dnd wires therein belonging to the 
various companies and others, the entrances to the subways should 
be kept locked, proper facilities being given for authorised persons to 
enter them when requisite. . This: step. however should, :in our 
opinion, not be taken without due notice being given to.the com- 
and, others concerned ;, and.we therefore recommend “That 
notice be given to the Postmaster-General and to each of the gas, 
water, electric lighting and other companies having pipes, wires, or 
other as in the council’s-sibways,that on-and after the 1st. of 
June next, the entrances to the subways. will be locked, and be kept 
locked; that companies and others desiring to enter asubway for any 
urposes, must, except in cases of urgency, which will admit of no 
relay, give to the council’s chief engirieer at least 24 hours* notice in 
writing of the time at which they wish so to enter ; and, further, that 
s contravening the council’s bye-laws and regulations rela- 

tive to the subways, will be held responsible for the consequences. 


ELECTRIC LIGHTING—PROVISIONAL ORDERS, 1891. 


We reported, on the 14th of April, that we had parer + to the 
Board of Trade on behalf of the council amendments which'in our 
opinion should be made in several electric lighting orders specified in 
ize report; and we have now, for the information of the council, to 
state that letters have been received from the board to the effect that 
in the Clerkenwell; Islington, Hackney, Woolwich district, Camber- 
well, St. Luke’s Middlesex, Wandsworth; and Southwark orders, most 
of the suggested amendments have been made. Those amendments 
which have not been adopted by the board do not, in our opinion, 
relate to matters of very great importance, and we therefore do not 
advise the council to further.pressthem... . 


Nonces ELECTRIC LIGHTING ORDERS AND ACTS. : | 

We have considered a notice, dated 15th April, 1891, from the 
London Electric Supply Corporation of its intention to lay trunk 
mains in Cockspur Street, Spring Gardens, Buckingham Palace Road, 
Lower Grosvenor Place, and Ebury Street. The plans show that the 
mains will also be laid along The Mall, St. James’s Park, which place, 


_ however, is not specified in the notice to the council; and as this is 


Crown property, the counci] has no jurisdiction there. There appears 
to be no reason for objection to the laying of the Er gra -mains ; 
but drawings of the junction box, proposed to be placed in Cockspur 
Street, should be submitted for approval before the box is con- 
structed. We recommend that the sanction of the council be given 
to the laying of the trunk mains referred to in the notice (Registered 
No. 195) of the London Electric Supply Corporation, upon condition 
that the company do give two days’ notice to the council's chief engi- 
neer before commencing the works ; that the mains, where laid under 
the footways, shall be kept two feet below the underside of the 
paving, and where they cross the carriageways at the -same depth 
below the concrete, or if this be.found. to. be impracticable, that the 
mains be protected from mechanical injury to the satisfaction of. the 
council's chief engineer, and that drawings of the junction box. pro- 
posed to be placed in Cockspur Street. shall be- submitted. for the 
approval of the Highways Committee before the box is constructed. 

e have also to report the receipt of the-undermentioned notices 
from the same company, given in accordance with the resolution of 
the council to accept four days’ ‘(instead of one month's) notice in 
respect of the laying of service lines already laid:—: 


21st April, 1891.—To 31, Savile Row, 33, Aldford Street, 35, 

! Clarges Street, 8; Seamoré -Place, 67, New 
Bond Strect and 17 and 31, George Street. 

” To 12, Hanover Strect; 18, Maddox Strect, 
2, 3, 8, 9'and 10, Great. Pulteney Street, and 

| De | N Blue Posts”. public. house, Rupert 

+4 fo. the Westifinster. | 


We have likewise considered ,two notices from the .Notting Hill 
Electric Lighting Company, dated 17th and 20th April, 1891, respec- 
tively, of its intention to lay mains from No. 1, Airlie Gardens, cross- 
ae Campden Hill Road, and along Percy Villas to. Hypatia Villa 
(L plan, 384), and across High Street,. Notting, Hill .Gate, south to 

0.135. The proposed works are unobjectionable ; and we recom- 
mg that the sanction of the council be given to the works referred 
: in the notices (Registered Nos. 196 and 197), dated 17th and 20th 

pril, 1891, respectively, of the Notting Hill Electric Lighting Com- 
ay » Upon condition that the company do give two days’ notice to 
pos couucil’s chief engineer before commencing the work; that the 

aie stones of the culvert shall be not less than 2 inches thick; 
and that where the culvert crosses the carriageway, there shall be at 
9 inches thickness of Portland cement:concrete above the cover 

of the culvert in addition to the road material. . . 


22nd 


REPORT or THE OFFICES COMMITTEE. | 
ELEcTRIc LIGHTING. | 
nl council on the 13th of January last gave us authority to obtain 
ro a or the necessary fittings, &c., for providing the electric light 
6 large room under the council chamber; and for one of the 
M here the ground floor occupied by séme of the clerks in the 
te eo partment. After we had obtained this authority it appeared 
. ae it would be advantageous to exterid at the same time the 
ae ght to the chief engineer's room, the “ fees and fines ” room 


in Comptroller's department, and to another room pertaining to 


the clerks’ department, .) We; secardingly 

fittings for these .rooms,to be included, in the specification... We in- 
vited tenders | 

Messts. Thompson, And Hitchien Crempton and 


* 
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Mitabely à 


The Kensington and Knightsbridge Electric Lighting 
Company, Limited, v. the Lane-Fox Eleetrical Company, 
Limited.—This was a motion by the plaintiff company, before Mr. 
Justice Stirling, asking for an injunction to restrain the defendant 
company from threatening the plaintiffs, their customers, or any other 
person or persons with legal proceedings or liability in respect of any 
allege infringement, of certain letters patent claimed, by the defen- 
dants to have been assigned to them, , The letters patent related ito 
an, invention of which, Mr, St; Ge Lane-Fox, an. clectrical 
engineer, was the author, He was.the registered owner of the 
patent, but he bad by an agreement, dated July 31st, 1890, agreed to 
assign it to the defendant company, of which -he was the managing 
director and a large shareholder. On November 15th, 1890, he com- 
menced an action against the plaintiff company to restrain them from 
infringing his patent, but the plaintiff company had not yet put in 
their defence. On February 21st, 1891, the defendant company sent 
the following letter to Messrs. John Barker and Company, of, Ken- 
sington :— ‘are | 

“We understand that your housc is being supplied with clectric 
light by the Kensington and Knightsbridge Electric Supply Com- 
pany, which company, as you are doubtless aware, is now er A sued 
for damages for infringement of our patented system of electric dis- 
tribution. We have been advised that you, as one.of the users of the 
said system, are liable for the infringement. We beg, therefore, to 
caution you of the fact, and to offer you an indemnity upon the terms 
contained in the enclosed. circular. These terms, however, arc to be 
considered as withdrawn. if not accepted by the 28th inst.” 

The circular referred to in this letter was to the effect that the 


Lane-Fox Electrical Company, Limited, by whom all Mr. Lanc-Fox's. 


pus for this system of, electric light distribution were stated to 
held, were prepared to grant licenses for the use of the system on 
certain terms therein set out... A similar communication bad been 
sent by the defendant company to numerous other customers of the 
plaintiff company, and it was against this course of action that the 
present motion was directed. - It was said, on behalf of the defendant 
company, that it had been decided that where an action had been 
commenced before the threats were made, an injunction to restrain 
the threats would not be granted ; and here such an action had been 
brought. It was necessary to bring the action in Mr. Lanc-Fox’s 
name, the patent being vested in him, but the defendants were the 
real owners in equity, The question turned upon the construction of 
section 32 of the Patents, &c., Act, 1883, which provides that :— 

“ Where any person, claiming to be the patentee of an invention, 
by circulars, advertisement, or otherwise, t ns any cther. person 
with any legal proceedings -or-liability -in. respect of any alleged 
manufacture, use, sale, or purchase of the invention, any person or per- 
sons aggrieved thereby may bring an action :against. him,:and m 
obtain an injunction against the continuance of such threats, ‘an 
may recover such damage (if any) as may have been sustained thereby, 
if the alleged manufacture, use, sale, or purchase to which the threats 
related was not in fact an infringement of any legal rights of the 
person making such threats. Provided that this section shall not 
apply if the person making such threats with due diligence com- 
mences and prosecutes an action for infringement of his patent.” 

Mr. Graham Hastings, Q.C., and Mr. Wallace were for the plaintiff 
company ; and Mr. J. C. Graham for the defendants. | 

. JUSTICE STIRLING said that no doubt the letter complaincd of 
contained a thréat. ‘I'he defendant company claimed by the circular 
to have acquired’ the rights of the patentce of the invention, and 
were therefore’ within the definition of the Act. By the Act any 
person aggrieved might bring an action against any onc uttering 


threats. The plaintiff company were persons ieved, 


and might bring an action against any person whose “legal rights” 
were alleged to be infringed. But here the defendant company had 
no legal rights, for Mr. Lanc-Fox had only agreed to assigh his 
rights to them. ‘Therefore the defendant company, the persons 


making the threats, were simply entitled in equity to an assignment 


of the patent upon certain terms not disclosed. That the defendant — 


company were uot cntitled to suc was cleatly shown by the fact that 
Mr. Lané-Fox had brought an action in his own name. The: consti- 
tution of the company was somewhat remarkable. . The capital con- 
sisted of 100 £1 shares, which were deemed to have-bcen fully paid. 
up, aid Mr. Lanc-Fox might have good reason for not wishing to 
clothe them ‘with the legal-title so‘ as to cnable them to suc in 
respect of an infringement. There was only an equity here, 
to enforce: which the company would. have to ‘bring an action against 
Mr. Lane-Fox. Then did the proviso apply? ‘The action was jict 
brought by the persons making the threats, but by the legal owner 
of the patent, Mr. Lane-Fox, aud damages for the threats could only 
be recovered from this ‘company with a nominal capital of £100. 
Consequently, an order must be made for an injunction to restrain 


the continugncçe of suçh fhreats. 
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Latimer Clark, Muirhead and Company, Limited, v. 
the Westminster Electric Supply Association, Limited.— 
This case came before Mr. Justice Hawkins and a special 
jury and was concluded on Tuesday. The case was that the 
defendants, * being desirous to supply parts of Westminster 
with electric light power, engaged the plaintiffs to assist in 
obtaining the necessary provisional order and the ‘statute to 

it out. Upon this work being successfully carried through, 
the defendants contracted to give to the defendants work in con- 
nection with the supply of the district to the extent of £100,000. 
The sole condition upon which this employment was to depend was 
that the defendants should go to allotment in reference to some new 
capital-to be raised; and they did in fact go to allotment. The con- 
- tract was put into writing, and was deposited with a firm of solicitors, 
and plaintiffs now claimed damages upon the ground that it had not 
been carried out. 

The defence pleaded was that the alleged contract never was a 
completed.act, but. was a. mere escrow, and was not to come into 
operation fintil the plaintiffs had taken 3,333 £5 shares in the pro- 
posed capital, but these shares they never had subscribed for. 

A ‘good deal of documentary evidence was put in and witnesses 


were examined. 


Mr, Justice Hawkins intimated that in his opinion very difficult 

questions were likely to arise in the case, and it could hardly end 
without further litigation. He therefore suggested that, if possible, 
some arrangement should be come to betwcen the parties. 
- After considerable discussion this suggestion was acted upon, and 
it was arranged that £4,000 should be paid to the plaintiffs to include 
everything ; that bygones should be bygones; and that any tenders 
of the plaintiffs for future work for the company should be fairly 
considered by the directors with any others that might be sent in. 


PARLIAMENTARY NOTES. 


Evectnric LIGHTING. 


In the House of Commons, last Friday, in reply to Mr. S. Balfour; 
Sir M. Hicks-Beach said, the Board of Tradc have no power to revoke 
a provisional order unless the undertakers fail to comply with the 
reqnirements of the order within the prescribed time. In the only 


case in which the Board of Trade propose to grant a third order in a ~ 


district this Session, they have reason to believe that one of the 
existing companies will not be in a position tg comply with the 
roquirements of their order within the time prescribed thereby. If 
ts should be so, the Board of Trade will, when’ the proper time 
arrives, consider any application for the revocation of the order that 
may be madc to them by the County Council or the local authority. | 


NOTES. 


~ Extension of Lighting in Berlin,—The Berlin Electri- 


city Works is about to extend its service by laying down a 


number of new cables in various thoroughfares. 


The Hamburg Fire.—The fire which occurred in Ham- 


a Poy week partially destroyed several of the dynamos. 


or lighting warehouses, and caused a cessation in the 
supply of light. 


The Estimation of Rhodium by the Electrolytic 
Method.—A paper, chiefly interesting in its details to 


analytical chemists, was presented to the Academy of Science 
at Paris,on April 18th, by A. Joly and E. Leidié, in which they 
describe the application of the electrolytic method to the 
estimation of rhodium. Rhodinm can be determined in 
solutions with great accuracy by the clectrolytic method, 
provided that there are no metals present other than those 
of the alkalies. Examples are given in the original payer of 
this application in the case of solutions in hydrochloric, sul- 
phuric, and nitric acids. The metal. separates well, and 
forms a very coherent deposit at the negative pole. Onc 
curious result. was observed. When a compound of rhodium 
with oxalic acid was electrolyscd, no metallic deposit formed 
at the negative pole, but at the positive pole a peroxide of 
rhodium was thrown down. Rhodium is best estimated 
electrolytically in the form of the sulphate or chloride ; an 
excess of acid retards the deposition of the metal. This in- 
vestigation is stated to be the first step in a series of re- 
searches which have been undertaken with the object of pro- 
viding a good electrolytic process for separating the metals of 
the platinum group from each other, or from the common 
metals, such as copper, lead, iron, bismuth, and zinc which 
occur, er are introduced, often as impurities in the course o 


the commercial preparation of the platinum metals. me; 


The Vienna Postal Congress.—During the month of 
June a Postal Congress is to be held in Vienna, at which the 
different countries forming the Postal Union will be reppe. 
sented. . This Congress will complete the work of those held 
at Berne in 1874, Paris, 1881, and Lisbon four years later, . 


Telephony between Brussels and Berlin.—When the 
London-Paris telephone line was inaugurated, the Indepen. 
dance Belge, of Brussels, commenced a news service between 
London and Brussels vid Paris, The same paper has now 
arranged a combined telegraphic and telephonic service 
between Brussels and Berlin. 


An Anglo-German Cable,—For some time now negotis. 
tions have been proceeding between England and Germanj 
for the laying down of a direct cable between the English 
and German coasts. Up to the present the telegraphic rela. 
tions between the two countries have been assured by cables 
laid down on the French, Belgian and Dutch coasts, The 
new cable now under consideration will therefore form a 
fourth telegraphic line. The negotiations between the. two 
Governments have been most satisfactory, and the immediate 
signature of the agreement is now expected. à 


Electrically Exploded Fog Signals.—Says the Railway 
News :—One of the latest forms of fog signalling is that 
invented by Mr. Norman Staniland, of 14, Southgate Street, — 
Bath. The apparatus for carrying and exploding the car. 
tridges is fixed on the locomotive, and is adapted to he 
worked by the compressed air or vacuum of the brake fe 
servoirs. An outer fixed cylinder has a smaller cylinder 
sliding into it, this latter having a tube fixed diametrically 
across it. The compressed air can only escape to the atmo- 
sphere through this cylinder and tube. The compressed air 
first forces a cartridge from the magazine into the tube, thus 
closing egress of the compressed air. The inner cylinder is 
then forced along'till the cartridge in tube is in a safe position 
for firing. In moving up, the two needles have been. forced 
into the cartridge. An electrical contact wheel is suspended 
from the locomotive. When this comes on a rail fixed for 
the purpose an electric circuit is closed, and a spark sent 
between the two necdles. The cartridge is exploded, allow- 
ing the compressed air to escape, and the tube is: pulled 
back by a spring to repeat the operation. The moving parts 
are simple, and the working 1s free from shocks. The eleo- 
trical apparatus consists of a battery and a small sparking 
coil carried on the engine. | ART 


» 


Grafton Electrical and Medical College.—This insti- 
tution has been. recently started at 35, Fitzroy Square, W., 
by Mr. H. Newman Lawrence, M.LE.E., and his able col 
league, Dr. Arthur Harries, for training nurses and others 
in medical electricity and massage. It forms a fresh evidence 
of the energy of these gentlemen in their effortsto place im 
a satisfactory and scientific position medical electricity and 
its cognate subjects. We have been favoured with copies of 
the syllabus of lectures for the term, and also with thc:ques- 
tions set at the examinations which concluded the first terms 
work. From these it is evident that a very useful traming 
is to be obtained at the college. The value of the certificate 
given to the successful students is clearly evidenced by the 
fact that independent examiners, in the persons of W, 
Sumpner, D.Sc. (Lond.), and J. Russell Harris, MD, 
M.R.C.S., have been called in to examine, the former - 
clectricity, and the latter on anatomy and physiology. Me 
note with satisfaction that some free studentships ve offer 
to trained nurses, and trust that Grafton College may receive 
the support it justly merits. We wish to point out, howe, 
that Dr. Sumpner has evideutly set some of his examination 

uestions thoughtlesssly. Take No. 5 for instance : 10 y 
the battery “ whose electromotive force is 14 volts, with 
ohms internal resistance, would not, when its terminals were 
joined by a piece of wire of 4 ohms resistance, give 
result which a student would calculate from the given dati, 
because, with so low an external resistance, the E.M.F. ¥ ms 
not be the same on closed circuit as when open, and 


= 25 


5 
Sumpner does not refer to this peculiarity ; 1.. 2 " i 
ampère would be erroncous. 
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The F rankfort Exhibition.—The managing committee 
of this exhibition states that the inauguration will take place 
at midday on the 16th inst. iit 


society of Arts.—Last Wednesday evening a paper on 
«The Uses of Petroleum.in Prime Motors” was read: by 
Prof. William Robinson, ME. | 


_ Personal.—The Secretary of State has appointed Mr. 
A. A. Campbell Swinton to be permanent consulting elec- 
trical engineer to the Metropolitan police. 


The Elmore Process.—We have received at the last 
moment a letter from “ An Elmore Shareholder,” touching 
upon Mr. Watt’s letter. Being too late for insertion in this 
issue we must reserve it for our next. 


Drake and Gorham.—Messrs. Drake and Gorham have 
issued a list of electrical apparatus, dated this month, in 
which redüced prices are quoted for their adjustable ring- 
contact switches. 


The Henry Dry | Cell.— The General Electric Compan 
bave lately introduced into the market the Henry dry cell, 
which they find to be thoroughly reliable and in all respects 


_ to meet the demand for a clean, compact and convenient 
battery for portable, outdoor and transport purposes. 


Institution of Electrical Engineers Students. — A 
general meeting of the students of the institution was held 
on Friday, April 24th, when a paper was read by Mr. G. U. 
Yule on “ Alternate Current Motors.” The next meeting 
will be held on Friday, May 8th. 


Central Station in Christiania.—A central station is 
projected for this town for 4,000 Jamps, the plant to be on 
the three-wire system. The station is to be contracted for 
by tender, and the competition will shortly be opened. 


Liquidations.—Notices have appeared in the Gazette that 
the Electro-Metallurgical Company, Limited, and the Elec- 
trical Engineering Corporation, Limited, have resolved to 
be wound up voluntarily. Mr. John James Bedney Arter, 
of 26, Waterloo Street, Birmingham, is appointed liquidator 
in the first case, and Mr. Francis William Pixley, of 24, 
Moorgate Street, London, in the other. | | | 


Cuttriss, Wallis and Company, Limited, —Messrs. 
Cuttriss & Co., of the Elmwood Electrical Works, Leeds, 
announce that, owing to the rapid increase of their business, 
they have augmented their manufacturing resources by 
taking over the general engineering business of Mr. E. C. 
Wallis, of 1, Bond Place, Leeds, the whole being incorpo- 
rated mto a limited liability company. . 


. OSA, Smoking-Concert,—On Friday, 24th inst., the 
last of the series of smoking concerts. given by the Old 
Students Association was held at Masons Hall Tavern. A 
most excellent programme was provided, very high class 


music being given both vocally and instrumentally, while at — 


re same time most excellent humorous selections were given. 
ge of thanks was passed to the Musical Committee at 
close of the evening for their successful efforts in getting 


up such an excellent series of concerts. 


Aberdeen Royal Intirmary Corporation.—From the 
mares of the board of directors of the Royal Infirmary it 
A aye that the directors had met specially in conference 
intro rofessor Andrew Jamieson, of Glasgow, relative to the 

uction of the system of electric lighting, the supply of 
for the same, also for cooking and heating purposes, 

» When, after hearing the professor at some length, 
tion “TS examined a sketch plan showing the accommoda- 

eld by him to be essential for the full engineering 
plan » they unanimously resolved to “ instruct the architects, 
consultation with Professor Jamieson, to prepare the 
the, detailed plans, showing chimney stalk, and to take 
x Wired steps for carryin out the work of introducing 
> lectric light, and forwarding all due arrangements for 
*r8 to supply steam for the purposes for which steam is 
required throughout the uew buildings.” 
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Censorship of Telegrams in Germany,—In future no 
censorship of telegrams will be exercised in Germany except 


in times of public danger. 


_ The Institution of Electrical Engineers.—On Thurs- 
day, May 7th, the following papers will be read :—1. “ On 
some Effects of ANS urrent Flow in Conductors 
having Capacity and Self-Induetion,” by Dr. J. A. Fleming, 
Member; 2.: “Some Points .connected with Mains for 
Electric Lighting,” by W. H. Preece, F.R.S., Past President, 


Central Institution Lectures—Summer~ Term,-— 
Monday and Wednesday, at 3 pes commencing Monday, 
May 11th. The subjects of Prof. Ayrton’s course of lectures’ 
at the Central Institution of the City and Guilds of London 
Institute, and which may be attended by special students. 
are given below :—The elementary portions of the Theory 
and Practice of the Electric Distribution of Light and Power 
with Alternating Currents, Self and Mutual Induction, 


Phase Difference. between Currents and Pressures, Trans- 


formers, Construction and Use, Mode of Testing, Safety 
Devices, High Pressure Mains, Telegraphy and Telephony. 


The Inventors’ Institute—Cui Bono ?—We recently 
noticed the following in the Standard :—“ The Inventors’ 
Institute held their evening meeting-in the Grand Salon of 
the Medical Battery Company, in Oxford Street. An ex- 
planatory lecture was given by Mr. 0. B. Harness, the founder 
of the Electropathic and Zander Institute. The chairman 
stated that during the 80 years during which the Inventors’ 
Institute had been in existence the inventions for the appli- 
cation of electricity to medical pu } had never been 
brought under discussion at any of its meetings. The re- 
quest for a party of members to be allowed to see both the 
electrical-and mechanical appliances in operation had been 
met by the liberal offer of the edifice ‘itself as the place of 


meeting. Some three hundred guests assembled. A general 


conversazione followed the lecture.” It is not necessary to 
congratulate the President of the British Association of 
Medical Electricians upon this new conquest, but we cannot 
let the matter pass without remarking that this episode will 
doubtless add fresh lustre to the name of the Inventors’ In- 
stitute. To completely reach the highest niche in thetemple 
of fame, it only remains to place its stamp of authority upon 
a well-known electro-deposition process. 


Electrical Papers and the Civil Engineers.—In our 
issue of April 17th, we dwelt at considerable length upon 
the most essential points of Mr. Crompton’s excellent paper, 
entitled “ The Cost of the Generation and Distribution of 
Electrical Energy: We then expressed the hope that the 
subsequent discussions at the Institution of Civil Engineers 
would bring forth valuable data relating to the cost of 
electrical energy. Unfortunately, however, this discussion 
assumed a more or less undignified character ; undignified 
in the sense that it took place in the presence of a generally 
grave assemblage of civil engineers. Electrical engineers at 
once took up the crusade of alternating versus continuous 
current distribution ; civil and mechanical engineers venti- 
lated their fads relating to engine and boiler construction, 
and even hydraulic transmission of energy.. ‘Three long 
evenings were thus occupied by speakers, who, with scarcely 
an exception, misunderstood the drift and object of Mr, 
Crompton’s paper. - There was much talk about the efficien- 


cies of transformers; the efficiencies of engines and of dynamos, 


but no one followed the footsteps of Mr. Crompton, or 
accepted his challenge to provide detailed working expenses 


of any central electric lighting station. With one or two — 


exceptions, the recent discussion resolved itself into a chaos 
of individual opinions and self assertions, without any of the 
backing which sound, practical figures ‘alone could have 
justified. If the advocates of the alternating transformer 
systems have no better arguments than those brought forward 
at the Civil Engineers, then they had better wait until they 
are in a position to prove in terms of pounds, shillings, ard 
pence the cost of producing and distributing electrical energy 
with high tension alternators. We hope, at an early date, to 
return to this subject, not with a view of commenting upon 
the empty twaddle to which we listened, but on the promise of 
some exceedingly interesting data from central ‘stations which 
bears directly upon the text of Mr. Crompton’s contribution. 
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New York Overhead Wires.—We learn from American 
contemporaries that Major Grant has again taken the field 
against overhead wires, and the chopping of poles proceeds apace. 


Paris Lighting.—The Paris Municipality on Wednesday 
renewed for 10 years the contracts for the electric lighting 
of the Boulevards. 


City and South London Railway.—The Lambeth police 
magistrate ordered the directors to put back the Kennington 
Park Road Station to a level with the adjoining houses. 
The Queen’s Bench, however, allowed an appeal, but granted 
permission to the County Council to carry the case further. 


Fatal Fall from a Telegraph Pole.—At Ashton-under- 
Lyne, last Friday morning, a fatal accident occurred to a 
man named Thomas King, who resided at Guide Bridge. 
The deceased, who was employed by the Manchester, Shef- 


field, and Lincolnshire Railway Company, was engaged along - 
with another man named James Kirk in putting new insu- - 


lators on a telegraph pole near to the Oldham Road Station. 


Influenza Among Telephone Operators.—At the end 
of last week an epidemic of influenza suddenly attacked the 
operators in the Manchester switch-room of the National 

elephone Company, Limited, and, consequently, the service 
is unsettled. Everything that is possible is being done to 
meet the serious difficulty by drawing operators from other 
centres, but, as the service must be temporarily interfered 
with, the company ask subscribers to exercise forbearance. 


Fire at Fowler, Lancaster and Company’s Show 
Room.—A fire occurred at Messrs. Fowler, Lancaster and 


Co.’s show room and central office in Birmingham on, 


Wednesday, occasioned by a curtain being blown near to the 
fireplace, and ignited by sparks or by a cinder falling upon 
it. The show room was completely gutted, and damage done 
to the amount of several hun pounds, part only of which 
is covered by insurance. The fire will not occasion any in- 
terference with their business or the execution of orders. 


Electric Call Nystems.—There is evidently going to be 
a struggle between the two companies which have recently 
obtained licenses from the Postmaster-General for the esta- 
blishment of the electric call system, &c. The District 


Messenger Service and News Company, Limited, states that . 


it is the only company in Europe having the system in 
— whilst the Boy Messengers, Limited, claims to be 
the original company established in 1887. Nodoubt a little 
healthy competition will be of advantage to the public, but 
the former company has got a good lead. 


Long-Distance Telephony.—Since commenting upon 
Mr. Hastie’s action with regard to the National Telephone 
Ps a London system, we note the following in the 
Edinburgh Evening Dispatch of the 28th :—“ We announce 
to-day that the National Telephone Company has resolved 
to construct a telephone line between Scotland and England. 
The two countries are indebted to this telephone company 
for a large share of the blessings it has, and had it not ee 
for the crass stupidity of Post Office officialism, these benefits 
would have been far greater. There is, however, something 
very far wrong when our Post Office is concerning itself 
with such idle schemes as telephone lines between London 
and Marseilles, and London mf 
scarcely. two important towns of Great Britain and Ireland 
are in telephonic communication with each other.” 


The Monarch Magnetic Ore Separator.—Those who 
were present last week at the demonstration given of the 
capabilities of the “ Monarch” magnetic ore separator, were 
fully impressed with the efficiency of the machine, which has 
done excellent practical work in the United States. Some of 
the gentlemen representing technical journals appeared, how- 
ever, to be grossly ignorant of technical matters, one indi- 
vidual actually asking what “current” was. The result of 
this is that out of four notices which were published, two of 
them are proposed to be amplified this week—of course, from 
the descriptions printed by the other two journals. All 
things considered, the Press view was not well arranged ;. but 
this should not prevent those journals, which profess tobe 
of a technical character, from giving lucid descriptions. 
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Electrostatic Inductive Capacity.—With reference to 
our correspondent’s (Mfd.) letter on this subject in our. 
sent issue, we would remark that we have, from other so 
had doubts expressed as to the correctness of the assumption 
that the capacity of a looped aerial wire is one-half that of 
a single wire when earth is used as a return. The matter 
certainly requires looking into, and we would invite come. 
spondence on the subject. “ Mfd.” does not state how he 
arrives at the result that the “calculated capacity of tio 
well-insulated 4 mm. wires, suspended at a uniform distance 
of 14 inches apart, is about ‘009 mfd. per mile ;” but we 


imagine he must be taking the case of two wires suspended 


in space, i.e., with no earth in proximity, an incorrect 
assumption, we believe, to work on in considering the subject 
ity of two covered wi 
slung side by side in space, would not, we think, be the same 
as that of the two wires similarly immersed in water. 


Accidents caused by Electric Lighting at Paris — 
In consequence of the extension of the nets for the distriby- 
tion of electricity in Paris, there have been es nume- 
rous accidents, more or less serious. Two of these accidents 
have in particular stirred up public opinion—the fire at the 
Café de la Paix and the explosion of the Rue Royale, at the 
La rue Restaurant. In consequence of this explosion, a deli- 
beration of the Municipal Council of Paris, under date 
March 13th, 1891, instructed the administration to draw up | 
a list of the accidents with an indication of the proba 
causes, and a technical commission will be very shortly 
nominated to study these accidents, and to decide on the 
measures to be take for their prevention. The accidents 
mentioned since September, 1889, are 18 in number. Though 
the most of them are unimportant it is plain that measures 
should be taken to diminish their frequency and remove the 
bad impression occasioned. We shall keep our readers in- 
formed of the deliberations and of the decision of the 
commission. 


NEW COMPANIES REGISTERED. | 


London Electrical Tramways Company, Limited.— 
Capital £150,000 in £1 shares. Objects: To acquire the 
tramway system, equipment and undertaking of the North 
London Tramways Company, as a going concern, together 
with certain extensions and reparations ; to construct, pur- 
chase, lease, lay down or otherwise acquire any tramway in 
the United er dd to equip, reinstate, maintain an 
work by horse, steam, electricity or any other power, the 
tramways belonging to or leased by the company ; to pur 


chase, take on lease or otherwise acquire, build, construct, 


repair or improve any lands, houses, stables, engine houses, 
buildings, steam, locomotive or other engines, cables, wires, 
lines, electrical generators and accumulators and other elec- 
trical apparatus ; and to carry on the business of manufac- 
turers of and dealers in tramway carriages, trucks, locomotive, 
electrical and other engines, electrical apparatus and p 
and other effects used in connection with tramways. Signa 
tories (with 1 share each): C. J. Westwood, 3, Adelaide 
Place, E.C.; F. ©. Winby, 3, Adelaide Place, London 
Bridge, E.C.; ©. Docrora, 3, Adelaide Place, E.C.; B. 
Sanders, Chigwell, Essex ; E. J. Relf, 12, Humber Terrace, 
Westcombe Park, S.E.; R. Knights, Wanstead; A. W. 
Turrell, 165, Queen Victoria Street, E.C. The number of 
directors is not to be less than 3 nor more than 7, the 
first to be determined by the subscribers. Qualification 
£100. Remuneration to be determined at the general meet- 
ing. Registered on the 22nd ult. by Hurrell and Mayo, 
solicitors to the company, 165, Queen Victoria Street, EC. 
Office, 3, Adelaide Place, London Bridge, E.C. 


British Electrolytic Syndicate, Limited.—Capit | 
£100,000, in £1 shares. Objects: To adopt an agreemen — 
expressed to be made between F. Bennett of the one part 
and the company of the other part, to carry on the business 
of miners, metallurgists, smelters, engineers, merchants, 
bankers, brokers, shippers, owners, managers, or overseers 
railways, tramways, &c.; to on the business of al 
electric light company in all its branches, of electrons 
electrical contractors, electrical and mechanical engineefs, 


manufacturers of and dealers in all apparatus required for 
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the generation, distribution, supply, accumulation, and em- 
loyment of electricity ; and to construct, lay down, fix, and 
carry on all — cables, wires, lines, accumulators, 
lamps, and works. Signatories (with 1 share each): F. 
Staford, 2, Garden Court, Temple; T, Lewis, Bangor ; 
W. J. Tippetts, 11, Maiden Lane, Queen Street, E.C.; A. 
Maclaren, Coatham, Redcar; H. T. Middleton, 8, Princes 
Street, S.W.; A. C. Hutchins, Drayton Lodge, Ealing ; 
A. J. Jordan, Keymer. The number of directors is not to 
be less than three nor more than seven, the first to be deter- 
mined by the subscribers. Qualification, £100. Remunera- 
tion, £1,000 and a percentage of the profits divided between 
them. Registered on the 22nd ult. by the Metropolitan and 
Provincial Syndicate, Limited, Lonsdale Chambers, 27, 
Chancery Lane, London, W.C. | 
Corifact Syndicate, Limited.—Capital £15,000, in £1 
shares. Objects : To adopt an agreement, a draft of which 
has already been prepared and made between W. A. Burrows 
and J..W. Savage of the one part, and the “ Corifact Syndi- 


cate, Limited,” of the other part, to carry on the manufac- 


ture and sale of artificial leather and leather board, electrical 

paratus, the covering and insulation of electrical conduct- 
ing wires and cables, of insulated and other wires for tele- 
graphic, telephonic, and other purposes ; and to carry on the 
business of electricians, engineers, merchants, bankers, ship- 
pers, agents, traders, manufacturers, and contractors. Signa- 
tories (with 1 share each), L. A. Atherley-Jones, M.P., 4, 
Paper Buildings, Temple ; E. W. Richardson, 50, Finsbury 
Circus, E.C.; P. Cave, Rushden, Northampton; E. A. Tate, 
102,Corbyn Street, Hornsey Rise, N. ; R. Stray, 22, Horsford 
Road, Brixton, S.W.; E. Alabaster, Leadenhall Buildings, 
EC.; C. J. Tritton, 87, Florence Road, Finsbury Park. 
The number of directors is not to be less than three, nor 
more than seven, the first being the first three subscribers. 
Qualification, 100 shares. Remuneration to be determined 
at the general meeting. Registered on the 23rd ult. by J. 8. 
Blanckensee, 35, King Street, Cheapside. 


Cuttriss, Wallis and Company, Limited, — Capital 
£10,000 in £5 shares. Objects: To convert the partner- 
ship firm of Cuttriss & Co., of the Elmwood Electrical 
Works, Camp Road, Leeds, and the business of E. C. Wallis, 
of 1, Bond Place, Leeds, into a joint stock company ; to adopt 
the agreement mentioned in clause 2 of the articles; to 
manufacture, buy, sell, hire, let and deal in dynamos, lamps, 
wire cables, insulating materials, accumulators, telephones, 
and other apparatus used in connection with the generation, 
distribution, supply, accumulation and employment of elec- 
tricity ; and generally to carry on the business of electricians 
and mechanical engineers. Signatories (with one share 
each) : T. Cuttriss, 83, New Briggate, Leeds; S. W. Cutt- 
riss, dE à Road, Leeds; E. C. Wallis, 1, Bond Place, 
Leeds ; W. Greenhalgh, 40, Kirkland Road, Hunslet ; A. A. 
Parsons, 5, New Station Street, Leeds; J. C. Birch, 2, 
Brunswick Place, Leeds; A. Towler, 31, Bismarck Street, 
Beeston Hill. The number of directors is not to be less 
than three nor more than five, the first being T. Cuttriss, 
8. W. Cuttriss and E. C. Wallis, all of Leeds, electricians, 
and J. W. Bannister, of Leeds, dyer. Qualification, £150. 
Remuneration, £50 per annum, divided between them. 
Registéred on the 22nd inst. by Vincent and Vincent, 20, 
Budge Row, E.C. 


Electrical Advertising Syndicate, Limited.—Capital 
£10,000 in £10 shares. Objects: To acquire all or any 
atents, or such parts thereof as may be agreed upon, for 
pward’s method and apparatus for the application of elec- 
trical energy to the purposes of advertisements; and to 
work, develop, exercise and promote the uses of any invention 
acquired by the company. Signatories (with one share each) : 
J Hewitt, The Oaks, Dalston, Cumberland ; A. J. Semon, 
30, Tyers Terrace, Vauxhall, S.W.; J. A. Spailing, 35, Lad- 
broke Road, Notting Hill; W. J. Newbert, 43, Portman 
Place, Globe Road, E.; C. Cole, 9, Rosendale Terrace, 
Leytonstone ; A. Copping, 11, Queen Victoria Street, E.C. ; 
G. F. Tucker, 9, Gateley Road, Stockwell, S.W. The number 
of directors is not to be less than three, including managing 

tor, the first to be appointed by the subscribers. Quali- 
cation, 10 shares. Remuneration, £50 per annum. Mr. 

. R. Upward is managing director for three years. 
pistered on the 29th ult. by F. Bradley, 75, Mark Lane, 


OFFICIAL RETURNS OF ELECTRICAL | 
OOMPANISS. 


The Cambridge University and Town Electr 
Lighting Company, Limited.—The first annual return 
this company, made up to the 28th June, 1890, was filed on 
the 8th inst, The nominal capital is £50,000 in £10 shares. 
Seven shares have been taken up, but = these no call has 
been made. Office, St. Mary’s Street, Cambridge. 


The Chagford and Devon Electric Light Compeny, 
Limited.—The statutory return of this company, made u 
to the Ist inst., was filed on the 7th inst. The asa 
capital is £2,000 in £1 shares. 449 shares have been take 
up, upon 49 of which the full amount has been called, # 
upon the remainder £1 per share has been considered 98 pa 

e calls paid amount to £49. Office, The Woollen Fa 
Chagford, Devonshire, | 

The Brighton and Hove Electric Light Pompeny, 
Limited,—The annual return of this company, made up t 
the 7th inst., was filed on the same day. The. tin de 
— is £100,000 in £5 shares. 3,000 share have been 
taken up, upon 1,400 of which the full amount has been 
called, and upon the remainder £1 5s. per share has bee 
called. The calls paid amount to £9,000, and. the am 
considered as paid on 1,600 shares is £6,000.:' Offices and 
works, Gloster Road, Brighton. 

Midland Electric Light and Power Company, 
Limited.—The annual return of this company, made up 
the 8th ult., was filed on the 17th ult. The nominal capital’ 
£50,000 in £10 shares. 3,139 shares have been taken up, npe 
7 of which the full amount has been called, and upon the re- 
mainder the full amount has been considered as paid. The calls 
paid amount to £70. Office, 33, Waterloo Street, Birmingham. 


Electrical Standardising, Testing and. Training 
Institution, Limited.—The statutory return of this com- 
pany, made up to the 7th February, 1890, was filed on the 
17th ult. The nominal capital is £10,000 divided into 
1,900 ordinary and 100 Ps +, shares of £5 each. . Seven 
shares have been taken up, but upon these no call has been 


made. No office has been registered. 


Electrical Works Construction and Maintenance 


Company, Limited.—The annual return of this company, 
made up to the 13th January, 1891, was filed on the 17th 
ult. The nominal capital is £2,000 in £1 shares, Seven 
shares have been taken up, but upon these no call has been 
made. Office, 15, St. Helen’s Place, E.C. 5 SOR 


River Plate Electricity Company, Limited.—The 
annual return of this company, made up to the 31st October, 
1890, was filed on the 15th ult. The nominal capital is 
£500,000, divided into 49,900 ordinary shares of £10 each, 
and 1,000 founders’ shares of £1 each. 13,557 ordinary 
and 892 founders’ shares have been taken up, and upon 


11,157 ordinary and 892 founders’ shares the full amount 


has been called, while 2,400 ordinary shares are considered 
as paid. The calls paid amount to £108,850, considered as 
paid to £24,000, and unpaid to £2,720. Office, 78, Cole- 
man Street, London, E.C. 
Miners’ Lamp Electric Lighting Coupany, Limited.— 
The statutory return of this company, made up to the 25th 
May, 1889, was filed on the 16th ult. The nominal capital 
is £3,000 in £5 shares. 255 shares have been taken up, 


upon 85 of which the full amount has been called, and upon. 
the remainder the full amount has been considered as paid. © 


The calls paid amount to £420, considered as paid to £850, 
and unpaid to £5. , | 

The first annual return of this company, made up to 
the 26th September, 1890, was filed on the 16th ult. No 
change has been made. Office, 118, Albion Street, Leeds. — 


Birmingham Electric Supply Company, Limited,— 
The registered office of this company is now situate at 14, 
Dale End, Birmingham. 


International Electric Syndicate, Limited,—The 
registered office of this company is situate at 5, Guardian 
Buildings, Manchester. 


Electric Wiring and Fittings Company, Limited.— 
The statutory return of this company, made up to the 24th 
January, 1890, was filed on the 9th ult. The nominal capital 
is £5,000 in £1 shares. 2,882 shares have been taken up, 


| 
à to | 
ion 
b of | 
a | 
ITe- 
two | 
we 
ded 
ject 
ibu- 
ents 
the 
the 
deli- 
date 
Wu 
sable 
ortly 
the 
dents 
ough 
à the 
in- 
the 
ed.— | 
» the | 
North | 
ether 
pe | 
r, the | 
pur- 
- ruct, 
100868, 
wires, 
elec: 
ufac- 
otive, 
plant 
Signa- 
delaide | 
ondon 
.; B. 
errace, | 
A. W. | 
aber of 
7, the 
ication 
i] meet- 
Mayo, 
+, BC. | | 
apital | 
reement 
ne par 
pusiness 
rchants, 
rseers of 
a of aD 
triciaDs, 
red for | 


566 


ELECTRICAL REVIEW. 


upon 1,382 of which 5s. per share has been called, and 
upon the remainder the full amount has been considered as 
paid. The calls paid amount to £343 15s., considered as 

id to £1,500, and unpaid to £1 15s. Office, 42, Duke 
St. James’s, London, 8.W. 


CITY NOTES. 


Metropolitan Electric Supply Company. 


Sim JoHN PENDER presided at the fourth ordinary meeting of this 
company, held at Winchester House on Wednesday. Taking the report 
ublished in our last issue as read, he said it was desirable that share- 
olders should clearly understand the position of the company, and 
how the finances had been dealt with during the last fifteen months. 
The form in which the accounts was presented was in accordance 
with the wishes of the Board of Trade, who, under the provisions of 
the Electric Lighting Act, had power to prescribe the manner in 
which accounts of companies should be kept. They were, however, 
informed by the board that they would be content with a detailed 
account dating from the last balance sheet. The accounts spoke for 
themselves. Shareholders would be able to form a fair idea of the 
amount of work which had been carried out, as well as the money 
expended in order to bring the company to its present position. It 
was satisfactory to find that the revenue made during the later 
eee of working showed a small profit. Revenue was growing, and 
e future success was assured. With regard to the interim dividend, 


he was glad to tell the shareholders that the period since showed an 


actual increase, although it was comparatively bright weather. The 
small dividend announced proved that the anticipations which the 
directors held out at previous meetings were in a fair way of being 
fulfilled. It would be interesting for them to compare the com- 
mencement and close of the period of. the company’s existence. In 
1889 they had opened the first portion of Sardinia station, and had a 
few temporary overhead wires to customers. Rathbone Place had 


‘been running a short time, the erection of Manchester Square had 


not. even commenced, Whitehall station was then as at present 
doing good a steady work, and the total number of 
lamps on the ist October, 1889, was 6,011, to-day it was 
60,000. Customers then numbered 37, they now amounted to 
480. As the report also showed, their revenue for 1889 £2,656, in 
the corresponding period of 1890 £10,726. The plant at Sardinia 
Street been as the new plant at Rathbone Place in- 
stalled, and a network of und und mains. Applications for the 
light were steadily growing, and he fully believed that at the next 
meeting they would be able to report that the lamp connections num- 
bered 100,000 lights, if not considerably more. They must under- 
* stand that the whole of this increase would be amply dealt with by 
the present mac , and therefore if they could show a profit on 
50,000 lights, they ought to be able to show a much larger profit when 
supplying 100,000 lights. They would see from a di on the 
wall that very much remained to be done before they had completely 
lighted their district. He would like to make a few remarks as to the 
choice they had made in their system. It was mainly the alternating 
current transformer system, which they worked at the extremely 
moderate pressure of 1,000 volts. They adopted it under the very 
best scientific advice, and they were perfectly satisfied with the 
results of the choice. It enabled them to cover the area of supply 
at less cost than any other system, and they would remember that he 
told them at the first meeting that they had not put all their eggs 
into one basket. They had different installations, and those installa- 
tions would work alone or together, and that had been proved 
to be the fact. The system had turned out in America to 
be a most profitable one, and he pe ee, ÿ they were going 
to prove it most profitable in England. The advocates of 
other systems had n lately doing their best to disparage 
the merits of the alternating current, and endeavoured to make 
a strong point out of the loss of energy which, to a certain 
extent, undoubtedly occurred in connection with the transforming 
apparatus, but he would remind them that that loss was insignificant 
when compared to the heavy initial outlay which the use of the con- 
tinuous current necessitates. He would, moreover, point out that any 
loss would be reduced to a minimum so soon as the increasing density 
of the lighting warrants the establishment of transformer sub- 
stations. This question of transformer sub-stations, or, as the 
Americans say, of banking transformers, had for a long while been 
receiving their careful attention, and they all along had in view their 
ultimate adoption as soon as the business was sufficiently developed 
to ensure their being worked economically. Another great advantage 
of the system over all others adopted in London was that each of the 
alternate current stations can assist, or be assisted, by any other— 
indeed, it is the usual practice at present to shut down one of the 
stations entirely during the hours when the load is lightest; and 
during the summer it was quite possible that one station would be 
adequate to deal with the requirements of the whole of the areas 
during the hours of minimum demand, thus gaining considerable 
economy in working. In speaking to them of systems of supply, they 
would probably have in their minds that adopted by another great 
London supply company. They must alladmire the indomitable pluck 
with which the difficulties, inseparable from the achievement of such a 
scheme, had been faced; they must all admit the genius of the engi- 
neer who was responsible for such a gigantic design, and most heartily 
did he wish him success, and they must acknowledge the accustomed 
skill displayed by his friend, the chairman of that company, in his recent 
review of their position and prospects. They sincerely trusted that not 
only for their own sake, but fur the sake of the cause of electric lighting 
generally, their success was now assured, and they were glad to think 
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that they were able to be of some assistance to them in their hour of 
need. But as the chairman could not avoid ruses. rad to make a 
point at their expense in dealing with the anticipated immunity from 
vibration difficulties, so he ventured to repeat the friendly w 
which he had often uttered before—namely, that it is dangerous to 
ut all their eggs in one basket. One of the principal arguments 
rought by the London Corporation in establishing one large central 
station outside London, was based on the fact that the Gas Light and 
Coke CODES had done the same at Becton, and, what the Gas 
Company did after 50 years and more working on a more modest 
scale, their friends had done after three or four years of purely 
ioneering work. Of the two examples, the Metropolitan pr. 
erred to follow that of the former, and to walk before 
ran. When their figures can show something like the returns 
of the Gas Light and Coke Company, with its 200,000 cng. 
tomers and its million tons of coal, which was yearly required to meet 
the demands upon them, then would be the time to consider whether 
economy and efficiency would best be served by the erection of a 
outlying generating station, or whether their present policy of smaller 


: verve which could render one another mutual assistance, thus re- 


ucing the risk of failure of supply to a minimum, would even then 
be the soundest one. With regard to vibration, to which Mr. Forbes 
had referred, it was, of course, inevitable that the erection of large 
machinery works in the midst of a great town should give rise to 
complaints. They had, of course, had to deal with grievances re- 
specting ancient lights, alleged noise, and what not, about which he 
would say more but for the fact that they had at present two cases 
sub judice. He might say, however, that every precaution had been 
taken to prevent the possibility of any noise or vibration occurring, 
and as a practical proof that such precautions could be taken with 
success, he would inform them that they were now sitting within a 
very few yards of a powerful plant which was working at that 
moment, and which supplied the electricity and other requirements 
for the whole building. There was one other point in Mr. 
Forbes’s remarks to which he would allude. In answer to a 
question respecting the amount receivable per lamp per ann 
he had replied that £1 tae light “was not enough, 
that his corporation would now refuse to take a contrat . 
at such a rate.” If this applied to their customers as a whole, he 
must congratulate the London Corporation on their expen 
which was quite at variance with that of themselves, or, he might 


safely add, of any other London supply company. There were, he 


-admitted, classes of customers with whom a contract on such terms 


would be out of the question, whose consumption would-need a far 
larger contract price than 20s. But against these classes had to be 
set the private customers, whose demands on their supply were com- 
paratively small, and from whom it would be impossible, and, 
indeed, unfair, to obtain so high a price per light. He was speaking 
now of experience gained by the supply of current by meter, | 
which means the larger proportion of their customers were now c 

The average revenue obtained for each 8 C.P. lamp connection perannum 
was about 12s., and he believed that even this figure was a one 
than was obtainable by companies whose area of supply was of a 
more purely residential character than their own. They must not 
think that they were losers by this experience. The less each lamp 
was used the greater the number of lamp connections the plant 
could safely deal with. They were, therefore, able to spy 
a far larger number of lights than he had originally believed the 
plant ~~ of meeting, and hence their operations were 
considerably widened, and they would gain by number what 
they had lost by rate. With regard to their system of - under- 
ground mains, the length of conduits at present laid amounted to 40 
miles. The whole of this work had been executed under the imme- 
diate supervision of their own staff, and by their own workmen—s 
more efficient and economical plan than that of employing a COD: | 
tractor. Into these conduits they had drawn 90 miles of mains, and 
it was a matter of deep satisfaction for him to inform them that not 
one single fault or leakage had yet occurred in any one of their 
circuits. Anyone who realised what this meant, would readily agree 
as to the excellence of the cable employed, and to the skill and care 
with which their staff had manipulated if. It also tended to 
strengthen their conviction that the system adopted for their 
mains was the proper one. They had always made it a practice to 
give a constant supply, night and day, and although, at any rate at 
first, and during the small hours of the night, the demand had scarcely 
justified them in doing this from an economical point of view, they 
had, nevertheless, always believed it to be their first duty to honour- 
ably carry out the responsibilities which had been imposed upon 
them by their Parliamentary obligations, and to prove to their cur 
tomers that electric lighting was, no less than gas, reliable whenever . 
wanted. With regard to their Paddington concession, grant with 
August, they were already making great progress in this district . 
their mains, and were already supplying upwards of 2,000 = 
from their Manchester Square station. Indeed, had it n0 
been for the exceptionally severe winter, which stopped thelr 
works for at least two months, their progress would r* 
been still more marked. The large demand for light im st 
important ish rendered it necessary for them to proceed à 
once with D route of a station on the wharfside premises W 
they had acquired, and as the bulk of the machinery was mr y 
completed, and the building works to be commenced in a few Gays 
time, they had every reason to believe that the station would peop 
pleted in time for next winter’s lighting. As far as they Cou 
present estimate, the erection of this station, with the supply mer] 
and the completion of the present system in their other districts, W0 

as nearly as possible, absorb their present issue of capital, 
would therefore soon issue notices for the pen” of the fina” 

of £1 per share, and he thought they would be meeting the 

of the shareholders in this respect, as there would then be no eu 
liability on the shares, which would, therefore, improve their aire 
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favourable position on the market, and would tend to add to their 
attractiveness as a sound investment. 

The motion, which was seconded by Sir GxoRGE ELrior, M.P., was 
carried unanimously. 

The retiring directors and the auditors were then re-elected, and 
the usual vote of thanks to chairman and directors concluded the 


meeting. 


The Kensington and Knightsbridge Electric Lighting 
Company, Limited. 


Tux report of the directors, to be presented at the fourth ordinary 
general meeting, to be held at No. 1, Great George Street, West- 
minster, on Monday, the 4th day of May, 1891, at 5 p.m., reads as 
Llows :— 
a directors beg to submit to the shareholders a statement of the 
accounts of the company, together with a report of the position of the 
undertaking at the end of the year 1890. | 
The whole of the compulsory area has had its streets, with the ex- 
ion of about three-quarters of a mile, supplied with mains, and 
in 24 miles of streets, external to this area, mains have also been pro- 
vided, making the total length of streets down which mains have 


‘been placed, 10 miles, about four miles of which have been executed 


in the year 1890. It is computed that there are about 1,300 houses 
fronting on these mains, and on the 31st December last only 291 
were taking current. During the year the number of houses and 
shops connected with the system has increased from 147 on 31st 
December, 1889, to 291 on 31st December, 1890; while the number 
of lamps calculated on the usual basis of 8 candle-power has increased 
from 11,794 to 25,535. . 

The battery station in Queen’s Terrace Mews, which was in the 
course of construction at the time of the last report, has now been 


completed and at work for some months with most satisfactory re- 


sults. The plant at both Kensington Court and Chapel Place stations 
has been increased, not only to meet the extra lighting obtained 
during the year, but also to provide power for a large increase of 
demand. It may be found, however, that the demand will increase 
with sufficient rapidity to necessitate the execution during the cur- 
rent year of larger extensions than the company’s present funds 

enable them to provide. To guard against such a contingency 


the directors think it would be well that they should be in a posi- » 


tion to issue some further preference shares, those of the first issue 
having been already taken up, with the exception of about £2,000. 
They will therefore submit to the shareholders the requisite resolu- 
tion for creating further preference shares, the date and conditions 
of their issue being left to be determined by the directors when the 
money is wanted. 

The dividend on the 6 cent. preference shares was duly paid 
to the 30th June, 1890, and out of the balance standing to the credit 
of the nett revenue account on the 31st December, 1890—£1,804 2s. 2d. 
—the sum of £922 18s. 3d. has been appropriated for the payment of 
the preference dividend to that foie, nie £881 3s. 11d. available 
for the next account, 

Sir Charles Grant retired from the directorship during the year, 
= Mr. George H. Hopkinson was appointed by the directors to fill 

vacancy. 

In accordance with the articles of association, Mr. Granville R. 
Ryder and Mr. R. W. Wallace retire from the directorship, and being 
a + offer themselves for re-election. 

auditors, Messrs. Lovelock H. W. Whiffen and Dickinson, 
offer themselves for re-election. 
By Order of Board, 
R. 8. ERSKINE, Secretary. 


April, 1891. 
BaLaNcE SHEET, 31st December, 1890. 
_ De. £ s. d. 
To capital, 15,000 ordinary shares of £5 each … 75,000 0 0 
» » 7,680 1stpreference sharesof £5 
each eee eee = £38,400 
Less calls in arrears = 
36,650 0 0 
» Sundry creditors on bills payable, and open ac- 
counts... ... 14,991 10 4 
» Renewal account, balance at credit thereof 1,398 14 1 
» Net revenue account ... wih sore vi 1,804 2 2 
£129,844 6 7 
Cr. £ Le 
By Plant, buildings, mains, furniture and fittings, 
provisional orders and goodwill .. voi … 117,828 11 6 
» Freehold and leasehold property ... £5,307 1 
depreciation ad doi 85 14 2 
5,221 12 11 
” Preliminary expenses 623 12 11 
» Sundry debtors oe 4,256 12 11 
clock in trade and stores 437 9 4 
” sa ove oss 549 3 10 
» at bankers, Messrs. Hopkinson £633 5 3 
» London and County 
» » Inhand... 3 15 11 
927 3 2 
£129,844 6 7 


Revenue Accouyr for the year ending $ist December, 1896. 
Dr. 6284 
To Manufacturing electricity, coal, oil, water, waste, 
» Repairs to leasehold property 213 8 
Apparatus to consumers’ premises... 819 4 
” Incandescent ps ... eee eon 228 0 { 
5, Miscellaneous expenses, including law charges and 
» Rent and taxes 731 15 € 
» Renewal account, sundry various percentages on | 
"buildings, mains, plant, batteries 1,829 12 6 
» Sinking fund … 
‘ee . 1,404 14 8 
(£8,334 14 2 
4 


By Sales of electricity ... 
Less rebates . 156 10 11 
3 

». Rent of meters ve - 26! 1 
» Repairs to apparatus on consumers’ premises _... 10 9 6 
5 

0 

2 


» Sale and maintenance of lamps bes A 
» Rent receivable 


Nerr REvENvE Account. 


Dr. £ 8 a 

To Dividends at the rate of 6 per cent. per annum on 
preference shares, June 30th, 1890 
nce .,. See 1,804 2 2 
£2,189 8 8 
Cr. £ s.d. 
By Balance from last account ... #78 6 1 
brought from revenue accoun 1,404 14 8 
£2,189 8 8 

RENEWAL Account. 

Dr. | £ d. 

To Maintenance of plant, buildings, mains, meters, in- 
» Balance as per balance sheet ... 1,398 14 1 
£2,372 16 6 
Cr. £ sd, 
By Balance from last account invested in consols … 5649 3 10 
» Amount brought from revenue account . 1,823 12 8 
£2,372 16 6 


‘We have examined the above accounts and certify that they are 
correct, and agree with the books, and that in our opinion the balance- 
sheet is properly drawn up and exhibits a true and correct statement 
of the company’s affairs. 


Lovetock H. W. Wuirren & DICKINSON, 
Chartered Accountants, Auditors. 


19, Coleman Street, London, E.C., 
February 18th, 1891. 


Indo-European Telegraph Company, Limited, 


Txe twenty-fourth ordinary general meeting of this company was 
held on Tuesday last at Winchester House to consider the directors’ 
report and accounts for the year ended 31st December, 1890, as also 
a resolution making the managing director a member of the board. 

The me que | of the notice convening the meeting and the taking 
the report and accounts as read being gone through, 

The Chairman (Mr. J. HerBerr Tarrron) said: They would observe 
from the report that the receipts of the company showed an augmen- 
tation of £5,518 over those of 1889, being £113,807, while the gross 
expenses were £57,901, a decrease of £1,338 from those of the 
previous year. There was an increase of £3,000 in the maintenance 
expenses, owing to the depreciation in value of the rouble—the basis 
upon which the company’s payments were d a loss of £420 
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on the commercial account arising from the same cause. Notwith- 
standing this adverse circumstance, they had carried £10,000 to 
reserve, recommended the payment of dividend and bonus, making 


‘up 10 per cent., and carried forward nr pi as against £2,035 for 


1889. The company had again expended considerable sums in the 
strengthening of lines, and in removing a long length of line from 
the high road along which it formerly ran to the side of a railway, 
where it was more protected from disturbance. Indian traffic, both 
their own and the Eastern Companies, had shown at last some elas- 
ticity, there being an increase, as compared ‘with 1889, of £9,904, of 
which the company’s share was £2,739. The income from this source 
had not yet reached the amount of the receipts in 1885, the year 
preceding the reduction of tariff, the receipts being less by 
£55,876, and the company’s by £13,494 than in that year; or taking 
the year 1886, on the Ist of July of which year the reduction came 
into force, the gross receipts from Indian’ tariff were less by £35,727, 
and the: ay na A by £7,982. The traffic appeared now to have 
taken a turn for the better, and might work up to something like the 
old figures. Of course it depended mainly u the state of trade. 
The service had been such as to give unqualified satisfaction to their 
customers, the working of the lines, both of the company and the 
Indian Government, having been excellent, and distinct service had 
been rendered to the commerce of India and Australia, by the com- 
= efficiency of the lines, both the Government’s and the company’s 

mend to end. They would have learned from the newspapers 
that the perseverance and energy of Sir John Pender had succeeded 
in bringing about an arrangement with the colonies of Australia for 
the’ introduction of a low rate for messages between Europe and 
Australia, any loss that might occur being borne half by the colonies 
and half by the company and Indian Government. This large 
measure had been a work requiring conciliatory views and careful 
consideration on the part of several important interésts. Their own 
company, for instance, had to obtain the consent of Germany and 
Russia. The German Postmaster-General, his Excellency, Dr. von 
Stephan, had long been recognised as a leader in telegraphic reforms, 
and had consented at once, and the Russian Director-General of Posts 
and Telegraphs, His Excellency General von Besak, had consented on 
behalf of Russia. The Indian Government, through Sir Juland 
Danvers, this company through its. managing director, the Eastern 


and Eastern Extension Companies, and the colonial representatives — 


were all engaged in the work, and at last the difficulties were all sur- 
mounted, and the reduction would begin from the 1st of May next. 
The results of lowering the Indian tariff were not encouraging as an 
introduction to the reduced Australian rates, but the circumstances 
were not quite the same. The Australian communities were growing 
eg + qu and active to an extraordinary degree. They were our 
own kith and kin, and if the introduction of low rates to such com- 
munities did not succeed, all he could say was that the experiment 
had: been tried under the most favourable possible circumstances, and 
he hoped and believed it would be a success. Whether an experi- 
ment which was only enforced for a year would have sufficient time 
to be thoroughly worked and examined was a question, but he could 
not but believe that every method of reducing the cost of communi- 
cation with our own kith and kin around the world deserved, to say 
the least, a careful and — experiment. The traffic with these 
colonies had continuously shown an increasing tendency, and, apart 
from the reduction, there would have been an increase which the re- 
duction ought materially to accelerate and increase. The chairman 
concluded by moving that the report and accounts be accepted, and 
that a dividend for the six months ending December 31st of 17s. 6d. 
per share, making, with the dividend already paid, 6 cent. for the 
year, and a bonus of 20s. per share, both free of income tax, and 
making in all 10 per cent., be paid. 

Mr. H. WEAVER seconded. 

Captain Jackson said the reduction of rates to Australia was 
nothing extraordinary. A telegram could be sent 7,000 miles across 
the Atlantic and the North American Continent to the Pacific for 
1s. 6d. They had been charging 9s. for a line that was only 3,600 
miles long, about half the distance. : Of course, he would be met by 
the statement that there was in the one case an enormous business, 
and in the other a comparative paucity, but India was an enormous 
community, and if it was desired to encourage and develop traffic, he 
trusted that the 4s. rate would never be receded from. He was glad 
to see that Sir John Pender had awakened to the fact that monopoly 
would not do in these days, and that the Eastern Telegraph might 
meet with a competitor as the Western Telegraph had done. He 
hoped they would go on reducing the tariff rather than recede from 
the reduction already made. 

The CHAIRMAN said that any comparison between messages sent to 
San Francisco and those sent to Australia was likely to be mislead- 
ing. They had to bear in mind the comparative length of land lines 
and cables involved the initial cost of deep sea cables being much 
greater than that of land lines. 

The resolution was then put and unanimously carried. 

The Chairman, who was retiring by rotation along with Major- 
General G. B. Tremenheere, having vacated the chair, 

Mr. EARLE moved, and Mr. HoLrAnD seconded, that these gentle- 
men be re-elected to the board of directors. 

This was done. | 

On the motion of Messrs. Wills and Woodman, Messrs. Kemp, 
Ford & Co. were re-appoirted auditors at a remuneration of 100 
guineas. 

The CHAIRMAN then moved the resolution making the “ managing 
director of the company a member of the board, having all the privi- 
leges, and being subject to all the obligations of an ordinary director, 
except that he should not receive extra remuneration as a director, 
nor retire from office by rotation.” He said that moving this resolu- 
tion gave him considerable satisfaction. Few men had done more 
for the companies they represented than Mr. Andrews had done for 
the Indo-European. mee 


Captain Jackson said it was due from the shareholders to state 
that 21 years’ management of this company had placed it in an ex. 
ceptional position as a telegraph company. A large part of his income 
was dependent upon telegraph securities, and this company was à 
most gratifying exception as to the returns made for money invested, 
Twenty-one years’ experience had entitled Mr. Andrews to the con. 
fidence of the board and the gratitude of the shareholders, and he 
thought it quite proper that an expert should be on the board. 
however, objected very strongly to pluralism in directors, and he 
wished to know whether there was likely to be any embarrassment 
arising from his having too many engagements. arr 

The resolution having been put and carried unanimously, 

Mr. ANDREws returned thanks, and said that the work he did for 
other companies was of a similar kind to that he did for the Indo. 
European, and that it added to the experience and usefulness of g 
man to widen his survey so long as it was confined to the direction 
which had been the business of his life. The duties he had to per. 
form did not in any way interfere with the performance of the obliga: 
tions which he had to this company, and which had for 21 years been 
PACS to the satisfaction of Mr. Jackson and the other gentlemen 

ore him 


A vote of thanks to chairman and directors concluded the meeting 


The Brazilian Submarine Telegraph Company, 
Limited. 


THE report of the directors for the half-year ended 31st December, 
1890, to he submitted to the thirty-fifth ordinary general meeting, 
May 6th, 1894, states that the directors submit the annexed accounts 
and balance sheet for the half-year ended December 31st, 1890. 

The revenue for this period amounted to £143,363 13s. 1d., and the 
working expenses to £18,106 2s. 9d. After providing £12,880 for 
debenture interest and sinking funds, and £1,960 11s. for income tax, 
there remains a balance of £110,416 19s. 4d; ta this is added 
£2,416 18s. 1d. brought forward from June 30th last, making a total 
of £112,833 17s. 5d. First and second interim dividends amounting 
to £39,000 have been paid, and £50,000 transferred to the reserve 
fund, leaving the sum of £23,833 17s. 5d. to be carried to the next 
account. Of this amount the directors intend distributing £13,000, 
or 2s. per share to the shareholders, in addition to the usual quarterly 
dividend of 3s. per share, payable on June 24th next. 

The receipts for the half-year include the sum of £1,500 dividend 
to June 30th, 1890, on the — shares in the African Direct 
Tele h Com , Limited. 

regret that the Right Hon. Viscount Monck, 
who has occupied the position of chairman of the company since its 
formation in 1873, and Sir Thomas Fairbairn, Bart., who has been a 


director since 1874, desiring to reduce their engagements, have re- 


signed their seats on the board of the company. 

The board have elected Sir James Anderson chairman of the 
company. 

The vacancies on the direction created by the retirement of Viscount 
Monck and Sir Thomas Fairbairn, Bart., have been filled by the 
board by the appointment of Lord Sackville Arthur Cecil and Mr. 
John Denison Pender. ROC 

A serious fault appeared in the 1874 cable, about two miles off 
Lisbon, on the 18th mber, 1890, which was repaired by the Tele- 
graph Construction and Maintenance Company’s ss. Britannia. The 
same cable was reported interrupted about 18 miles from Madeira on 
the 7th January, 1891. Arrangements were immediately made for 
the despatch of the Telegraph Construction and Maintenance Com- 
Um de ss. Scotia, and the necessary repair was accomplished after 

ving in 25 knots of new cable. The cost of effecting these repair 
will appear in the accounts for the current half-year. 

The shore-end of the Lisbon-Madeira 1882 cable broke on the 8th 
March, 1891, close to Madeira. The directors have much pleasure in 
stating that this cable was effectively repaired by the companys 
Madeira staff. 

Neither of the foregoing operations caused any interruption to the 
transmission of messages, the traffic having been carried by the dupli- 
cate cable. 

In accordance with the provisions for repayment of the first issue 
of debentures, dated July 31st, 1884, 160 bonds representing £16,000 
were drawn on the 24th instant, for payment at par on 31st July rer 
This, with the previous drawings, will make a total repayment 
£96,800, leaving £53,200 of the first issue of debentures outstanding. 

Bien various sections of the company’s line are in good working 
order. 


ABSTRACT oF Accounts for the half-year ending 31st December, - 
1890. 


Dr. £ & 
To General expenses in London 2,371 ; ; 
» Working expenses at stations 11,266 À 
» Engineers’ remuneration 150 a 
» Directors’ remuneration 1,250 a 
” Auditors’ fees ... see one ass eee eee 50 15 0 
» Insurance of spare cable ...  ... 12 | 
i 262 8 4 
» Staff endowment insurance... 19 3 
» Special legal expenses 907 4 
» Depreciation in value of stock of s cable 1,835 9 0 
interest and sinking funds 1 0 


| 

| 

| 

| 

| 
£143,363 13 1 

| 


| 


= 


moor 


10,416 19 


- 


Reuter’s Telegram Company, Limited, 
The fo 


llowing is the report which was read at the twenty-seventh 


ts general meeting of the shareholders, held at the 
~ pany’s offices, No. 24, Old Jewry, on Wednesday last :—The 
Desens beg to report that the net profits for the year ending 31st 


t, after payment of directo 


rs’ remuneration, current 


“xpenses, and deducting rebate on unexpired subscriptions, amount 
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Cr. & «04 to £4,594 7s., including £113 4s. 6d. brought forward from the last 
By messages wees twee … 141,243 2 5 account. An interim dividend of four shillings per share was paid 
Interest ‘ ee ve ene * {ess 583 15 8 in October last, and the directors now recommend a further divi 
” rransfer fees, &c.  … se oa ove se 36 15 0 of four shillings per-share, making a total distribution for the year of 
" Dividend on shares in the African Direct Tele- 5 per cent, free of income tax. This will absorb £3,691 28. 6d., and 
sé graph Company, Limited, to 30th June, 1890... 1,500 0 0 leave a balance of £9038 4s. 6d. to be carried forward. The dividend 
warrants will be payable on the 2nd May next. The High Court has 
£143,363 13 1 sanctioned the alteration of the memorandum of association, enabling 
the Company to undertake advertisement business, and' otherwise to 
enlarge the scope of its operations. Active measures are being taken 
Di. dali : ee ormity with the articles of association, Baron de Reuter retires from 
To main ie, of 1h per cont, paid on 9500 0 0 the direction, but offers himself for re-election. Mr. George de Reuter 
In to dividend of 14 per ‘cent , payable 25th . and Mr. Frederick J. Griffiths have been appointed directors. Messrs. 
” got 1891 me ane Le … 19,500 0 0 Welton, Jones & Co. offer themselves for re-election as auditors. 
.,, Amount transferred to reserve fund 50,000 0 0 | 
, Balance carried ah ons 23,833 17 5. The 27th ordinary general meeting of this company was held at 
its offices in the él Jewry, on Wednesday last. Sir John Hay 
£112,833 17 5 was in the chair. The secretary read the notice convening the 
meeting, and afterwards the — In moving the adoption of the 
: latter, the chairman said that the revenue when compared with the 
Cr. a ee previous year showed a substantial increase, but the expenditure had 
By Balance brought down ys aga _ 110.416 19 4 also been considerably augmented. Their efforts to maintain their 
: service in the highest efficiency were generally appreciated by the 
Balance of revenue account brought forward from : € 
” 80th June, 1890 ... i ee = 2.41618 1 Press, and they would certainly not suffer in the long run from any 
; ba eS exceptional or temporary sacrifice they might make to attain the 
£112.883 17 5 efficiency and accuracy which distinguished their agencies. Roughl 
er speaking, the telegraphic outlay had been £5,000 in excess of 1889, 
which alone was sufficient to account for the slightly diminished 
| dividend. In these times 5 per cent. was a fair return for vw : va 
RESERVE FunD, 31st December, 1890. invested, and as they carried forward nearly £1,000, the shareholders 
Dr. £ ss. d. should feel they had reason to be satisfied. The High Court had 
To Balgnce carried forward . 408,087 18 5 sanctioned the n modification in the memorandum of asso- 
: ciation, and they had been able to commence the advertisement 
£408,087 18 5 business. This business they anticipated would eventually yield 
large profits, and they had opened a separate office for it in the imme- 
diate vicinity. Shareholders must not expect to realise large returns 
wr at once. obtain large pro ey had no osses; in . 
362,626 2 11 extra current and preliminary expenses incidental to starting their 
"”" aist December, 1808 50.000 0 0 new business would be the only fresh outlay to provide against. Mr. 
tates où investie 25 678 18s. 10d. ‘ George de Reuter and Mr. Frederick J. Griffiths had joined the. board 
fonde as directors. As director of the Bank of Persia, Mr. de Reuter had 
(£217 3s. 4d.) 8 5.461 15 6 shown businesslike abilities of no ordinary character, and Mr. Griffiths, 
Ce: 7 i re kg “à ’ by 25 years’ service as secretary, had made himself master of the 
£408.087 18 5 details of the business. After his long service he had a perfect right 
’ to devolve his arduous duties upon his successor, Mr. Bradshaw, and 
they were fortunate in securing his knowledge and services as an asso- 
BaLaNCcE-SHEET, 31st Decem . e report was unanimously adopted, and Baron uter, who 
De. £ retiring by was re-elected, as were also Messrs. Welton, 
- ° ones o., the auditors. 
To — of £1 1,300,000 0 0 . KEELY81IDE, a shareholder, complained that no reference 
280 809 50,000 ; had been made in the chairman’s speech to the proposed increase of 
Second = à or repayment (£80,800)...  . 69,200 0 0 capital, and Sir Jon Hay replied that full ee had been 
fund 75,000 0 0 given at the general meeting held in December last. 
de Des af fan Peu 408,087 18 5 Mr. KRELYSIDE moved a vote of thanks to chairman and directors. 
” Bills g This was carried unanimously, and the chairman’s reply concluded 
» Trafic and other credit balan noes... 1661812 3 | 
” n oiders ior n 
The Western & Brazilian Telegraph Company, 
» Unclaimed interest i 120113 9  Limited.—The Board have decided, after placing £20,000 to the 
» Interest accrued ... SE Lt ans ; 144113 4 reserve fund and £5,936 to the debenture redemption fund, to recom- 
» Proprietors for unclaimed dividends ... + 5985 1 0 mend at the forthcoming meeting a dividend of 9s. per share, free of 
» Dividend of 14 per cent. to 31st December, income tax, making with the interim dividend paid in November 
1890, payable 25th March, 1891 ... .... 19,500 0 © last a distribution of £5 per cent. for the year 1890, carrying forward 
» Revenue account—undivided profits, 31st De- £6,070 to 1891. 
cember, 1890 ... 23,833 17 5 Eimore's Fore and Colonial Patent Copper De- 
sitin mpan mited.—On Monday last an extraordin 
resolution which was passed at the meeting of the 6th inst., and 
nf which allows dividends to be paid with shares in the French and 
‘ Cr. £ s. d. Austrian Companies instead of cash, was unanimously confirmed. 
57 capital expended as per last account... 1,443,653 2 9 The Swan United Electric Light Company, Limited. 
É in the African Direct Te NE 16,511 0 0 —The directors have resolved to pay an ad interim dividend at the 
pany, Limited, at me Sines elegraph Com- rate of 6 per cent. per annum for the half year ending 31st March, 
» Investments r “ats 1891, to be distributed in accordance with the articles of association. 
» Bills receivable : 7,539 210 Eastern Telegraph Company, Limited.—The directors 
” nr png in transit... oat 412 12 9 announce the payment by warrant on the 1st May next of interest 
» an ro ee — en 92,411 12 3 for the = ending the 30th April on their four per cent. 
” a ions ... ven cee oe 0 nture stock. | 
» In London—current accounts... 16 + 9 r 
» Deposit account ..  ... 24000 0 0 The Submarine Cables Trust.—In their annual: report 
» Petty cash ... "5 LS the directors recommend a distribution of £1 on account of the 
coupon due on the 15th instant, in order to pay which a small 
£2,022,247 12 1 amount will have to be taken from the current year’s revenue. 


TRAFFIC RECEIPTS. 


The Brazilian Submarine Telegraph Company, Limited. The receipts for the 
past week amounted to £5 

The City and South London Railway Company. Traffic receipts for the week 
ended April 26th, were £784. 

The Western and Brazilian > ep me Limited. The receipts for the 
week ending April 24th, , after deducting 17 per cent. of the ge 
receipts payable to the London Platino-Brazilian Company, were £4, 
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SHARE LIST OF ELECTRICAL COMPANIES. 


Closi Closing Bu 
Share. 28.) (April 30). April fone 
250,000/| African Direct Tel h, Ltd., 4 p.c., ie Regd. net to Bearer 100 99 —102 — 1 101 
1,381,380/| An Telegraph Li Stock 47 — 48 464— 474xd| 48 46} 
2,809,310/| Do. Deferred 11 — 114 114— 12 12 11 
30,000 | Brazilian Submarine Telegraph, Limited ... 10 114— 12 114— 12 | 114 
84,500/| Do. do. bp.c. Bonds 100 | 100 —103 | 101 —104 sie 1 
Do. do. 5p.c., 2nd Series, repayable in 3 une, 1906 .. 
416 | Brush x “100 Engineering Ordin , Nos. 1 to 63,41 — | 
63,416 Fen com. Preference, ‘Nos. 1 to 63,416 2 18— 14 1g— 133 
50,000 | City and 1 South London Railway, Nos. 1 to 50,000 ... 10 54— 64 54— gai 
$7,216,000 | Commercial Cable, Capital Stock $100 108 —110 108 —110 
224,850 Telephone Construction and Maintenance, Limited .. 14/- th % 
- 20,000 ton & Co., Ltd, 7 p.c. Preference sana Nos. 1 to 20,000 | Stock 44— 54. 4— 5 as ip 
16,000 Cat Telegraph, Limited . 104— 114 104— 114 103 
6,000 do. 10p. c. Preference .. 3 10 164— 174 16}— 174 1633 | 169 
12,931 | Direct Spanish (£4 only paid) 5 4} 33— 4} 
6,000 Do. _¢. Preference 5 9 — 10 9 — 10 | 
60,710 | Direct United Sites Cable, 20 104— 108 10 — 
400,000 | Eastern Telegraph, Limited, Nos. 1 to 400,000...  .… 10 144— 14Ëxd|  14}— 144 14% | ia 
70,000 Do. 6 p.c. Preference ... 10 154— 152xd| 15}— 153 154 i 
_ 200,0007 i. : p.c. Debs. (1879 issue), repay. August, 1899 100 | 107 —110 107 —110 am pe 
1,200,0007 | Do. 4 p.c. Mortgage Debenture Stock … | Stock | 108 —111 106 —109 xd| 109 108 
250,000 | Eastern Extension, and Deb $00 h, 10 | 143— 15} 149— 154 15} 143 
Do. 5 p. c. (Aus. Gov. Sub.), 1 red. ann reg. 
91,8002 | { p. c. ( ) } 100 | 103 —106 | 103 —106 
325,2007| Do. do.  Bearer Nos. 1050—3,975 and 4,327—6,400 … 100 104 —107 104 —107 107 
320,000/| Do. c. Debenture Stock Stock | 105 —108 105 —108 
135-00 Eastern and South African Tel h, p.c. ort. 
180,4007 Do. do. do. to bearer, Nos. 2,344 to 5,500 dé 103 —106 103 —106 1034 
201,600! Do. do. 4p.c. Mort. Debs. Nos. 1 to 2016, pee 1909 | 100 99 —101 99 —101 és 
45,000 | Electric Construction, Limited, Nos. 101 to 45,100 … … 10 5 — 6 5 — 6 Le 
19,900 |*Electricity Supply Co. of Spain, Nos. 101 to 20,000 .. 5 44— 5 44— 5 à 
66,750 | Elmore’s French Patent Copper Depositing Co., Ltd, Nos. 1 to 66,750 2 1ÿ— 18 - M 18 
70,000 | Elmore’s Patent Cop ag iting, Limited., Nos. 1 to 70,000 … 2 2$— 3 2i— 34 2? 
67,385 | Elmore’s Wire Mfg., os. 1 ro 67,385, issued at 1 p.m., all pd. 2 1 — 14 1 — 14 oes 
20,000 | Fowler-Waring Cables, Rs. 301 to 20,300  … (£4 only paid) 5 24— 34 24— 34 i} | 
180,227 | Globe Telegraph ont Trust, Limited ... 10 | 9% 
180,042 | Do. 6 p. c. Preference... … 10 14ÿ— 15 14i— 154 154 1 
: 150,000 | Great Northern re Company of Copenhagen doi 10 174— 18 173— 18} 18 17 
230,0007 Do. do. 5 p. c. Debs. (isue ‘of 1883) … 100 104 —107 105 —108 ee 
9,3347| Greenwood and Batley, Ltd., Ordinary, Nos. 4667 to 14,000 10 10 — 11 10 — 11 
. 8,334| Do. 7 p. c. Cumulative ne: Nos. 2,667 to 8,000 10 11 — 12 11 — 12 on ai 
_ 41,600 | India-Rubber, ques, Percha and ae an Works, Limited 10 184— 194 184— 194 194 18} 
200,0007 Do. do. 44 p.c 100 102 —104 102 —104 
17,000 | Indo-European Telegraph, Limited vin 25 41 — 43 42 — 44 43ÿ | 493 
11,334 | International Okonite, Ltd. Ordinary Nos. 22,667 to 34,000 .. 10 84 74— 84 
11,334 Do. do. Preference Nos. 5,667 to 17,000  .… 10 : — 93— 9? 
38,348 | London Platino-Brazilian Telegraph, Limited Qi ‘is 10 64— 74 7 — 
100,0007 Do. do. do. 6p.c. Debentures 100 105 —108 106 —109 one 
_ 43,900 |*Metropolitan Electric Supply, Ltd., Nos. 6,101 to 50,000 (£9 paid) 10 9— 94 9— 94 98 | 9% 
438,984 | National Telephone, Limited, Nos. 1. to 438,984 5 4— 44 4— 44 | 4%| 4 
15,000 Do. 6 p. c. Cum., Ist Preference … 40 13 — 134 13 — 198 | 18 Me 
15,000 | Do. 6. p. c. Cum. 2nd Preference “(£8 only paid) 10 10 — 104 "10 — 104 me: = 
350,000 Do. 44 p.c. Deb. Stock Prov. Certs. fully paid aft 102 —104 102 —104 103% | 103 
220,000 | Oriental Telephone, Ltd., Nos. 80,001 to 300,000 (11s. only paid) 1 }— #2 j— xd... oil 
uth of Englan e one, mi 08. 
{ P 2,501 to 3,500, 93,251 to 300,000 } 1 i— 2 
20,000 Do. 6 p. c. Cum. Pref., Nos. 1 to 20,000 (£34 only paid) 5 3 — 3} 3 — 34 es oe 
3,381 | Submarine Cables Trust A Cert. 113 —118 115 —120 11 68 
78,949 | Swan United Electric Light, Limited .. on (£34 only paid) 5 43— 54 4ÿ— 5} où ju: 
37,350 | Telegraph Construction and Maintenance, Limited 12 45 — 47 45 — 47 47 46} 
150,0007 Do. do. do. 5 p. c. Bonds, red. 1894 100 102 —105 102 —105 wis oop 
68,000 | United River Plate Telephone, Limited 5 24— 33 24— 34 
146,128/ Do. do. 5 p. c. Debenture Stock | Stock 85 — 95 85 — 95 = ws 
3,200 Do. do. 7 p. c. Debs., Nos. 1 to 1,000 ... 100 is be ue sind on vee 
15,609 | West African Tele raph, Limited, | pe 7,501 to 23,109  … a 10 8 —9 8 — . ee 
290,9002 do. 5 p. c. Debentures 100 98 —101 98 —101 98 
West Coast of America Telegraph, Limited 10 24— 34 
150,000 do. 8 p. c. Debs., repayable 1£ 1902 100 92 — 97 95 — 100 | 100 
64,174 | Western and Brasilian Telegraph, Limited ... sm 15 12 — 124 124— 13 13 128 
27,873 Do. do. do. 65p.c. Cum. Preferred … 74 6$— 7 6i— 74 7 
27,873 Do. do do. 5p.c. Deferred ja 74 5i— 5 54— 6 5 
200,000/ Do. do. do. 6 p. c. Debentures “ a" 1910 ane 100 103 —106 103 —106 
250,000/ | Do. 6 p. c. Mort. Debs., series “ B” of ’80, red. Feb., 1910 100 103 —106 103 —106 ees oe 
88,321 | West India and Limited ... 10 31— 33 38— 38 314 | 
84,563 Do. do 6 p.c. 1st Preference... 10 | 114— 12 118— 123 |. 12 il 
4,669 Do. do. 6 p. c. 2nd Preference... 10 114— 124 114— 124 oes Soe 
$1,336,000 | Western Union of U.S. Tel., 7. p. c. 1st Mortgage (Building) Bonds | $1,000 | 120 —125 ‘120 —125 ee 
175,100/ Do. do. "6 p. c. Sterling Bonds .. 100 100 —104 100—104 pe i 
42,853 | *Westminster Electric Supply Corporation, Ord., Nos. 101 to 42,953 3 4j— 54 47— 65h 438 | 
* Subject to Founders’ Shares. 
LATEST MI QUOTATIONS OF SECURITIES NOT OFFICIALLY QUOTED. os 


Blackpool Electric Tramway Company, Limited, £10 (£64 paid), 73—7§.—City of London Electric Lighting (Pioneer), Shares of £50, £26 ñ 
paid, 32—34.—Elmore’s Austrian Copper Depositing, 15s., 25s.—Elmore’s Priorities, 33 —44.—House to House Company (£5 | 
4?—5}.—London Electric Supply Corporation, Ordinary (£5 paid), 24—23.—Manchester Edison and Swan Company, ef (41 ate 
28 6d.—5s.—St. James's and Pall Mall Electric Light £5, 53—63.—St. James’s and Pall Mall, 7 per cent. pref., & to & re 


à Rawson Ordinary of £5 (£2 10s. paid), 25-91. sally paid 34—43. —Debentures 90—95. —W Wooës 
ar, pal nl 


Bank RATE oF Discouwr.—3}: per cent. (16th April, 1891). 


| 
| 
| 
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ON VARIATIONAL ELECTRIC AND 
MAGNETIC SCREENING.* 


By Sm W. THOMSON, P.RS. 


1, A SCREEN of imperfectly conducting material is as 


thorough in its action, when time enough is allowed it, as 


is a similar screen of metal. 


But if it be tried against 


rapidly varying electrostatic force, its action lags. On account 


of this lagging, it is easily seen that the screening effect 
inst periodic variations of electrostatic force will be less 
and less, the greater the frequency of the variation. This is 
readily illustrated by means of various forms of idiostatic 
electrometers. Thus, for example, a piece of paper su 
rted on metal in metallic communication with the movable 
isc of an attracted disc electrometer annuls the attraction 
(or renders it quite insensible) a few seconds of time after a 
difference of potential is established and kept constant be- 
tween the attracted disc and the opposed metal plate, if the 
paper and the air surrounding it are in the ordinary hygro- 
metric condition of our climates. But if the instrument is 
applied to measure a rapidly alternating difference of poten- 
tial, with equal differences on the two sides of zero, it gives 
very little less than the same average force as that found when 
the paper is removed and all other circumstances kept the 
same. Probably, with ordinary clean white paper in ordinary 
hygrometric conditions, a frequency of alternation of from 
50 to 100 per second will more than suffice to render the 
screening influence of the paper insensible. And a much less 
frequency. will suffice if the atmosphere surrounding the 
paper is artificially dried. Up to a frequency of millions 


per second, we may safely say that, the greater the frequency, . 
ent of screening by the paper ; — 


the more perfect is the ann 
and this statement holds also if the paper be thoroughly“ 
blackened on both sides with ink, although possibly in this 
condition a greater frequency than 50 to 100 per second 
might be required for practical annulment of the screening. 
2. Now, suppose, instead of attractive force between two 
bodies separated by the screen, as our tést of electrification, 
that we have as test a faint spark, after the manner of Hertz. 
Let two well insulated metal ‘halle, A B, placed very nearly in 
contact, and two much larger balls, E F, placed beside them, 
with the shortest distance between E F, sufficient to prevent 
sparking, and with the lines joining the centres of the two 
pairs parallel. Let a rapidly.alternating difference of poten- 
tial be produced between E and F, varying, not abruptly, but 
according, we may suppose, to the simple harmonic law. 


Two sparks in every period will be observed between À and 


8. The interposition of a large paper screen between E Fr, 
on one side, and À B on the other, in ordinary hygrometric 
conditions, will absolutely stop these sparks, if the frequency 
be less than, perhaps, 4 or 5 per second. With a frequency 
of 50 or more, a clean white paper screen will make no per- 
ceptible difference. If the paper be thoroughly blackened 
with ink on both sides, a frequency of something more than 
90 per second may be necessary, but some moderate frequency 
of a few hundreds per second will, no doubt, suffice to prac- 
tically annul the effect of the interposition of the screen. 
With frequencies up to 1,000 million per second, as in some 
of Hertz’s experiments, screens such as our blackened paper 
are still perfectly transparent, but if we raise the frequency 
to 500 million million, the influence to be transmitted is light, 
and the blackened paper becomes an almost perfect screen. 
3. Screening against a varying magnetic force follows an 
opposite law to screening against varying electrostatic force. 
or the present, I pass over the case of iron and other bodies 
a magnetic susceptibility, and consider only materials 
aa f magnetic susceptibility, but possessing more or less 
J electric conductivity. However perfect the electric con- 
uctivity of the screen may be, it has no screening efficiency 
nr y a steady magnetic force. But if the magnetic force 
which currents are induced in the material of the screen 
by tend to diminish the magnetic force in the air on their 
rope side from the varying magnet. For simplicity, we 
ea rs the variations to follow the simple harmonic 
* The greater the electric conductivity of the material, 
M, rm is the screening effect for the same frequency of 
10n ; and the greater the x the greater is the 
hing effect for the same material. If the screen be of 


* Read before the Royal Society. 


- a stiff wire passing through the centre of a 


copper, of specific resistance 1,640 8q. cm. per second (or 
electric diffusivity 130 sq. em. per second), and with fre- 
quency 80 per second, what I have called the “mhoic effec- 


tive thickness” * is 0°71 of a cm., and the current intensity. 


at depth n x 0°71 cm. from the surface of the screen next 
the exciting magnet is e—" of its value at the surface. . ,. 

Thus (as € = 20°09) the current intensity at depth 
2°13 cm. is th of its surface value. Hence we may Ne 
that a sufficiently large plate of copper of 2} cm. thick or 
more will be a little less than perfect in its screening action 
mer an alternating magnetic force. of frequency 80 per 
second. 
_ 4, Mr. Willoughby Smith’s experiments on “ Volta-electric 
induction,” which he described in his inau address to 
the Society of Telegraph Engineers of November, 1883, 
afforded good illustrations of this kind of action with 
copper, zinc, tin and lead screens, and with different degrees 
of frequency of alternation. His results with iron are also 
very interesting. They showed, as might be ex com- 
paratively little augmentation of screening effect with 
augmentation of frequency. This is just what is to be ex- 
pected from the fact that a broad enough and long enough 
iron plate exercisesalarge magneto-static screening influence, 
which, with a thick enough plate, will be so nearly a 
that comparatively little is left for augmentation of the 
screening influence by alterations of greater and greater fre- 
quency. 

5. A copper shell closed around an alternating magnet 
pure a screening effect which, on the principle of 

tion 3 we may reckon to be little short of perfection if 
the thickness be 2} cm. or more, and the frequency of alter- 
nation 80 per second. | 


6. Suppose now the alternation of the tic force to 


be produced by the rotation of a magnet, M, about any axis. 


_ First, to find the effect of the rotation, imagine the magnet 
to be represented by ideal magnetic matter. Let (after the 
manner of Gauss in his treatment of the secular 
tions of the solar gamma the ideal magnetic matter be uni- 
formly distributed over the circles described by its different 
points. For brevity, call 1 the ideal magnet symmetrical 
round the axis, which is thus constituted. The magnetic 

force throughout the s around the rotating magnet will 
be the same as that bay to I, compounded with an alter- 
nating force of which the component at any point in the 
direction of any fixed line varies from zero in the two oppo- 
site directions in each period of the rotation. If the copper 
shell is thick enough, and the angular velocity of the rota- 
tion great enough, the alternating component is almost 
annulled for external space, and only the steady force due 
to 1 is allowed to act in the space outside the copper shell. 

7. Consider now, in the space outside the copper shell, a 
point, P, rotating with the magnet, M. It will experience a 
force simply equal to that due to M, when there is no rota- 
tion, and, when M and P rotate together, P will experience a 
force gradually altering as the speed of rotation increases 
until, when the speed becomes sufficiently great, it becomes 
sensibly the same as the force due to the symmetrical 
magnet, 1. Now superimpose upon the whole system of the 
magnet and the point, P, and the copper shell, a rotation 
equal and opposite to that of M and p. The statement just 
made with reference to the magnetic force at P remains un- 
altered, and we have now a fixed magnet, M, and a point, P, 
at rest, with reference to it, while the copper sh 
round the axis around which we first supposed M to rotate. 

8. A little piece of apparatus, constructed to illustrate the 


- result oT is submitted to the Royal ae and 
n ndric , 


shown in action. the copper shell is a cy 


1°25 cm. thick, closed at its two ends with circular discs — 


1 cm. thick. The magnet is supported on the inner end of 
perforated fixed 
shaft, which passes through a hole in one end of the drum, 
and serves as one of the bearings; the other bearing 
is a rotating pivot fixed to the outside of the other 
end of the drum. The accompanying sections, drawn 
to a scale of three-fourths full size, explain the ent 


sufficiently. A magnetic needle outside, deflected by the | 


fixed magnet when the drum is at rest, shows 4 great dimi- 
nution of the deflection when the drum is set to rotate. If 
the (triple compound) magnet inside is reversed, by means 


* “ Collected Papers,” vol. 3, Art. cii., $ 35. 
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of the central wire and cross bar outside, shown in the 


diagram, the magnetometer outside is greatly affected while 
the co shell is at rest, but scarcely affected perceptibly 
while t 


— shell is rotating rapidly. 

9. When the copper shell is a figure of revolution, the 
magnetic force at any point of the space outside or inside is 
steady, whatever be the speed of rotation ; but if the shell 
be not a figure of revolution, the steady force in the external 
space observable when the shell is at rest becomes the 
resultant of the force due to a fixed magnet intermediate 
between M and 1 compounded with an alternating force with 
amplitude of alternation increasing to a maximum, and ulti- 
mately diminishing to zero, as the angular velocity is in- 
creased without limit. 

10. If m be symmetrical, with reference to its northern 
and southern polarity, on the two sides of a plane through the 
axis of rotation, 1 becomes a null magnet, the ideal magnetic 
matter in every circle of which it is constituted being 
annulled by equal quantities of positive and negative mag- 
netic Dr lb laid on it. Thus, when the rotation is 
sufficiently rapid, the magnetic force is annulled throughout 
the space external to the shell. The transition from the 
steady force of m to the final annulment of force, when the 
copper shell is symmetrical round its axis of rotation, is, 
through a steadily diminishing force, without alternations. 
When the shell is not symmetrical round its axis of rotation, 
the transition to zero is accompanied with alternations as de- 
scribed in Section 8. 3 

11. When x is not symmetrical on the two sides of a plane 
through the axis of rotation, 1 is. not null; and the condi- 


\ 
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tion Lee to through external space with increasing 
speed of rotation is the force due to 1, which is an ideal 
magnet symmetrical round the axis of rotation. Suppose 
new a second shell enclosing the first to be caused to rotate 
about an axis precisely through and precisely perpendicular 
to the axis of rotation of the first shell. The magnetic force 
at 1 is by this second shell perfectly annulled through all the 
— external to it when the rotation is sufficiently rapid. 
hus we arrive at the remarkable result that two closed con- 
ducting shells, rotating round axes exactly perpendicular to 
one another through one point, annul for all external 
space the magnetic force of any magnet whatever held 
fixed within the inner shell, when the rotation is sufficiently 
rapid. 
12. 
metal might be substituted with the same result ; and a disc 
large enough to produce very nearly the same screening effect 
as if it were infinitely large is easily arranged for; and an 
experimental illustration of the result may be shown by a. 
slight addition to the apparatus before the Royal Society ; 
but there would be no special interest in this illustration. 
What would really be interesting would be a simple experi- 
mental illustration of screening against magnetic force a 
rotating disc with a fixed magnet held close to it on one side. 
A bar magnet held with its magnetic axis bisected perpen- 
dicularly by the axis of rotation would have its magnetic 
force almost perfectly annulled by sufficiently rapid rotation 
at points in the air as near as may be to it, on the outer side 
of the disc, if the diameter of the disc exceeds considerably 
the length of the magnet. 


Instead of the outer shell, an infinite plane disc of - 


PROCEEDINGS OF SOCIETIES: 


Institution of Electrical Engineers.—April 23rd, 1891, 
Continuation oF Discussion on Mk. Esson’s PAPER, “ Norzs oy 
THE DrsicN oF Dynamos.” 
(Authorised Abstract.) 


Mr. MorpeEy read a communication from Mr. W. B. Savers, Mr 
Esson, he pointed out, had made no mention of slotted in 
his paper, although many of the results contained in it could, by 
suitable modification, be applied to them. A mistake made by nearly 
all designers in considering this kind of machine, was to assume that 
they required much less magnetising power than ordinary 
core machines. It was clear, however, that the ratios of the 
netising forces of the back and cross turns respectively on. the 
armature, to those on the magnet, must have limiting values ing. 
spective of the air space, which values could not be exceeded without 
giving rise to great distortion of field and serious sparking. Short 
air 8 machines had the disadvantage of a large induction in the 
armature at light loads, and the drop of volts with increase of current 
was serious. To make slotted armature machines satisfactory, they 
should have the same air space as those with smooth cores, that space 
being reckoned from the top of the iron projections. A slotted arms- 
ture had therefore to be slightly larger than a smooth cored one for 
given output. The sine qué non of a good slotted armature machine 
was, that the sum of the areas of the teeth under a pole piece was not 
less than the section of the core. The coils of these machines 
nearly surrounded by iron had a greater self-induction, and, there 


‘fore, more lead was usually required to prevent sparking. The 


advantages of such armatures were, that they combined positive 
driving and large clearance with considerable immunity from inj 
when removed for inspection or repair. To apply Mr. Esson 
formule for the “ volume of current” to slotted armatures, the air 
space should be reckoned from the tops of the projections. Obviously, 
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the radial depth of the core must be measured from the bottom of the 
slots. Speaking of Prof. Thompson’s remarks on the compares of 
fig. 4 considered as a two and a four-pole machine, he said that, if 
correctly reported, he (Prof. Thompson) had apparently overlooked 
the fact, that for a two-pole machine the radial depth of the arms 
ture core would require to be doubled, and, if used as shown, 
E.M.F. as a two-pole machine would not be much increased, but the 
external current would be halved. were KS 

Mr. Esson, in his reply to Prof. Thompson’s objections to 
the expression “volume of current,” said it was for sim- 
plicity and to avoid the confusion which had arisen from 
using “ampère turns,” that he used the word “ volume” The 


ampère turns on any. armature were à. where w was the number of 


wires counted all round the outside, c the total current, and p the 
number of poles; and the fraction of this which produced the cross 


WC ® the cross-magnetising ampèr 
turns, and for simplicity he wrote it where represented 


— Respecting the comparison of a double magnet two-pole machine 


with a four-pole one, he said that the best comparison all depended © 
the size of the machine. Even if it were so large that it was desirable 
make it of the four-pole type, there was stil] the alternative that if nl 
be made two-pole, if the double horseshoe were practically a 
where the like poles abutted together. It would, he said, be 8 rnd 
take to compare a small two-pole machine with a four-pole one, 
a me magnet where it could be used, was = and it was 
when the air gap necessary to prevent sparking was 
that needed for the copper that 'intionlie machine Was to be pre 
erred. Speaking of the ratio of copper to iron in the be any- 
shown in figs. 1 and 2, he pointed out that this ratio might hed 
thing depending on the efficiency of the machines. Mr. EP than 
contended that the four-pole Gramme field, fig. 7, Was light 


field was ae This gives 
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the double horseshoe shown in fig. 4, when the same materials were 


used ; this he thought was a mistake, for owing to the greater length 
of yoke in the former, the weights were as 4 to 3. With reference to 


the relation between the temperature and peripheral velocity of - 


armatures, he had no very precise data, but from some preliminary 
experiments he believed that connection was approximately repre- 


sented by c° = wee _? where c° was the rise in degrees Centi- 


, w the watts expended, v the velocity in feet per minute, and 
s the surface in square centimetres. He agreed with Mr. Andersen 
that increasing the number of sections diminished sparking, but he 
had wished to emphasise the fact that if the load exceeded a given 
value, no non-sparking position could be found for the brushes ; this 
was true whatever the number of sections. He had then pointed out 
that in no actual machine did the load exceed half the limiting value. 
As regards Mr. Swinburne’s remarks, he said he had no desire to hint, 
that because the formule were calculated, they were wrong. On the 
contrary, the calculations were most valuable, but the equations could 
y indicate relations and not absolute values, and one had to go to 
ctice to obtain data. He entirely agreed with Mr. Crompton 
about the economy of material effected by making multipolar 
machines, for his own experience showed the saving to approach very 
closely the 40 per cent. mentioned: by Mr. Crompton. : 


DISCUSSION. ON “A FEW CALCULATIONS ON ÆELECTRIO SHOCKS FROM 


Contact, WITH Hich Pressure ConpuctTors,” by Major P: 


R.E., member. 
|  (Authorised Abstract.) 

Dr. FL&MING said the subject treated of was of great practical im- 
portance when dealing with pressures exceeding 100 volts. Con- 
siderable misapprehension existed on the subject, for it was commonly 
considered that high pressures were intrinsically dangerous. This, 
however, was not the case, for Mr. Latimer Clark showed, years ago, 
a person could, without injury, receive a shock from hundreds of 
thousands of volts, provided the quantity of electricity passed through 
the body was not large. To get a serious shock such as would cause 
physiological damage, it was evident that some appreciable current 
was necessary. The amount required to produce painful sensations 
differed greatly both with different subjects and with the portions 
of the body through which the current was passed. Some years 
ago he had tested himself and found that 4 or 5 milliampéres 

through the head produced “ swimming in the head,” whereas, 

m hand to hand he could tolerate 20 to 30 milliampéres. Some 
persons might, he thought, be able to take 20 milliamperes through 
the head. Itis not at all unlikely that one-third of an ampére, probably 
less, passed through any vital organ would ‘prove fatal. Referring 
to the question as to how the body acts towards the current, whether 
like a condenser, voltameter, or resistance, he said that the con- 
denser effects were small, but, undoubtedly, it acted like a voltameter 
or secondary battery, for it could be polarised and a current subse- 
quently obtained from it. Measurements of resistafice depended 
greatly on the character and humidity of the skin. At Cambridge, 
where many experiments were made, it was found that the resistances 
of boating men from hand to hand were unusually high, and to 
eliminate, more or less, the difficulty of obtaining good éontact, 
Maxwell suggested that the hands be blistered and connection made 
by pushing needles through the skin. The experiments were not 
continued. On the subject of whether a person making a joint in 


active high pressure mains, on an insulated chair, he said that if the 


body acts like a condenser, serious physiological damage might result 
from a contact under such ee ntnnd 2 so; icularly if the current 
be alternating. The theory that some such condenser action existed 
was supported by the fact that. moderate alternating or fluctuating 
pressures produced more painful sensations than equal continuous 
ones. If, however, physiological damage was the result of the 
electrolysis of some vital tissues, then direct currents would be more 

likely to prove fatal than alternating currents of the same strength. 
One interesting fact: brought out in Major Cardew’s paper, viz., that 
he outer conductor of a concentric cable is naturally at zero poten- 
tial, he had verified experimentally. He considered it an important 
point in favour of concentric conductors for high pressure distribu- 
n,and thought the fact ought to be more generally known. In 
conclusion he said that quantitative information and data respecting 
¢ shocks, accidental or otherwise, were greatly needed before 

the subject could be thoroughly investigated. - | 
Mr. H. Newman Laurence said he had made many experiments 
on the resistance of persons and on the currents réquired to produce 
scomfort, &c. He would not like to have passed the four or five 
th eres, mentioned by Dr. Fleming, through his own head,.and 
ur it improbable that some persons might withstand 20 milli- 
a ae through that part of the body. The direction of the current 
; respect to the brain was, however, of great importance. Trans- 
sme currents produced most effect, and he found it possible to 
times as much when passed longi- 
x: ough the pain experienced by the sage of such 
one ra might be slight, the after results might be À rm In com- 
pere, Du the difficulty in obtaining reliable information in cases of 
tion = +7 other serious shocks, he expressed a hope that the Institu- 
* t be able to collect such statistics as completely as possible. 
- y, he said the conditions as to area of contact, condition of 
a0, earth tqs ag mat not at all clear, and no idea could be 
ordinary information as to the actual current passed. 
the ae with Dr. Fleming that it was the quantity passed through 
= te À bat was the important factor. To know the pressure was 
da tial, and the ordinary statements that persons received shocks 
Mr tan number of volts, were generally misleading. | 
G allery »DENBROOKE remarked that in connection with the Grosvenor 
installation he had cxperiençed shocks, and once made an. 


overltead joint on a 2,500-volt circuit, with the pressure on. To do 
this he a strong teak bracket fixed to. pe pes and all the wood 
and metal work near was covered with India-rub 


r sheating. Special 
tools with insulating handles were used and a dry day chosen. en 


he touched the conductor faint blue sparks passed, but nothing to 
roduce discomfort. On another occasion he unconsciously put his 
d across a high pressure switch, and although he had no recollec- 


‘ tion of experiencing any shock he was thrown down. Several men 


he knew, had received serious shocks from a 2,500-volt cireuit, In 
one case a man was: putting up a transformer, and clinging to an iron 
bracket that had been recently cemented into a wall with one hand, 
he reached up to one of the primary conductors with the other. The 
pressure was on, and the man was fixed in that position until he was 

ulled down by his comrades. His hands were severely burnt, and 

e received a severe shock to the system. In another case when 
rearranging a customer’s service lines, an arc started through a crack in 
the insulation to a man’s hand in which he was holding the wire. 
He was fixed to the post for some time before being released. The 
hand was badly burnt, and looked as if à red hot poker had been laid 


_ on for some time. He (Mr. Addenbrooke) believed that the arc was 


started by perspiration from the man’s hand penning the crack 
and making connection through his body to the | ag. So far as he 
pe À this man’s constitution was not permanently affected by the 
shock. 

Mr. Morpzry remarked that at the Brush Works they had made 
high pressure electrical machinery for the last 10 years, and although 
their testing arrangements were of a tem kind, and much un- 
skilled labour was employed, they had never had a serious accident 
due to electrical machinery. nly one instance had occurred in 
which a man was made insensible. This was a lamp trimmer who, in 
taking down a lamp, completed the circuit of a No, 8 Brush machine 
through his body. A right arc was seen to pass for some 
time between the lamp and his hand. He fell from the ladder 
and had received a severe turn and shock, but although a lange 
current must have passed, he suffered no ent inju 
the system. He himself once disconnected the circuit of a No. 7 
machine, and held the wires, one in each hand, thus com- 
pleting the circuit. At the time he was conscious of having an idea 
that the brushes of the machine needed voor: Bhs reduce the great 
sparking that occurred, but he did not know what he had done until 
after he was released by stopping the machine. ig to Dr. 
Fleming’s remarks about making joints in high pressure mains or by 
means of insulated chairs, he said there was no difficulty whatever in 
doing so. The average person had not sufficient capacity to obtain a 
dangerous shock. At the Brush works they constantly handled 
pressure wires with bare hands and rarely found it nece to 
any precaution, unless the pressure exceeded 2,000 volts. en they 
merely stood on India-rubber mats. A packer once in their employ 
was particularly insensitive to fairly large pressures, for he oon 
took hold of terminals of machines giving about 800 volts. 
experience with concentric cables confirmed the statements made by 
Major Cardew and Dr. Fleming, viz., that the outer conductor was at 
zero potential. In considering the shocks obtainable from a given 
source, he said the internal resistance of the source was of great 
importance, and as an instance adduced the fact that vacuum tubes, 
although requiring induction coils giving sparks corresponding to 
many thousands of volts to work them, were blown to pieces when 
put on a 1,000-volt alternator. | 

Mr. H. Human asked Dr. Fleming that as he considered danger 
more a question of current than of pressure, whether he would prefer 
to take hold of the primary of a transformer rather than 
those of the secondary. . | 

Prof. Ayrron pointed out that the fact of the outside of a concentric 
cable being at zero potential depended on the outside being near 
earth. It would not necessarily be so if it was far removed from 
other conductors. | 

Prof. PERRY enquired whether the whole concentric system and 
generator, if insulated, might not be charged to, say, a million volés 
above the earth potential. | 

Major CARDEW, in reply to Prof. Perry, said this could only be 
done by means of an external source, and in his calculations he had 

tulated the absence of such sources. There was, he said, no 
oubt that considerable polarisation could be produced in the human 
body, for he found that its resistance to steady currents goes down as 
the pressure increases, and tends to a value which is approximately 
the same as that found by measurements with alternating currents. 
For small pressures, however, the effects produced by alternating or 
fluctuating pressures were much greater than with steady ones. He 
called Mr. Addenbrooke’s attention to a fact pointed out in his 
viz., that touching a conductor of a (say) 2,500-volt system, aid not 
necessarily imply that a shock corresponding to that pressure was, 
experienced, for the act of contact in reducing the resistance to earths 


would probably lower the difference of potential to about one third, 


of the stated value. 


Physical Society, April 17th, 1891. 
_ Prof. W. E. Ayrton, F.R.8., President, in the chair. 
Tue following communications were made:— 
A PROPERTY OF MaGnetic Suonts,” by Prof. 8. P. Tuompson, D.Sc. 


. After referring to a few instances in which magnetic shunts are 
employed, as, for example, the ordinary magnetic medical coil, and 
Trotter's constant current dynamo, he said that the particular pro- 
pes he wished to speak of was the time taken for such a shunt to 
ose its magnetism as compared with the other branch of the magnetic 
circuit. If these times were very different, unexpected results might 
be produced, and these might be regarded as being due to a kind of 
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etictime constants. Short pieces, as was well known, demag- 
netise much more rapidly than longjones, particularly if the latter 
form, or be part of, a closed magneticicircuit. Hence in alternators, 
such as Kingdon’s Keeper dynamo, in which both magnets and arma- 
ture are stationary, it was important that the revolving keepers should 
be short. The most important ange oan of a magnetic shunt 
occurred, he said, in d’Arlincourt’s relay described in Vol. IV. Jowrnal 
the. Society of Telegraph 
iametrically in fig. 1. In “this relay the polarised tongue, T, plays 


—— 
A B 


Fra. L 


between two projections, a and b, near the yoke, y, and it is claimed 
to have a quicker action than ordinary kinds. The reason of this the 
author explained as follows: When a current flows through the coils, 
the ter part of the magnetic lines pass through the yoke, but a 
few across from q@ to b and move the tongue against the contact, 
P. On stopping the current the magnetism in the extremities, a and 
b, dies à much more rapidly than in the yoke, consequently the 
direction of the field between a and b is reversed and the tongue, 1, 
thrown back against the stop, Q. 

Prof. Perry asked if any experiments had been made to test 
whether. the throwing back actually occurred. He also enquired 
whether such action would be augmented or otherwise by having a 
thick — tube round the yoke or by laminating the iron. 

Mr. BLakesxy asked if placing a yoke across a b would not 
Me the action. | 

e PRESIDENT said he would be glad to know whether the relay 
was any more sensitive than an ordinary one as regards the ampère 
turns or the watts required to actuate the instruments. In India he 
remembered that they used inductive coils, shunting the ordinary 
relays in order to expedite the action and to avoid confused signals 
arising from the electrostatic capacity of long lines. 

In reply, Prof. THompson said he had tried an experiment on a 
horse-shoe electro-magnet, and found evidence of throwing back when 
working near the bend or yoke. Putting a yoke across a b would, he 
thought, tend to neutralise the effect desired. 


“An ALTERNATING CURRENT INFLUENCE MACHINE,” by JAMES 
WIMSHURST. 


This machine® consists of a varnished glass disc, with or without 
metallic sectors, mounted on an axis, and rotating within a square 
wooden frame fixed in the À pe of the disc. The frame carries four 
square glass plates, each of which has one corner cut away 80 as to 
clear the base of the disc. These plates are placed one at each corner 
of the frame, alternately on the two sides, and the disc revolves 
between them. There are thus two plates on one side of the disc 
situated at opposite ends of a diagonal of the frame, and two on the 
other side of the disc at opposite ends of the other diagonal. Tin- 
foil sectors fixed to the outer sides of the plates act as inductors, and 
wire brushes connected with them touch the disc about 90 degrees 
behind the centre of the inductors. 

The peculiarity of the machine is that although sparks can be 
readily obtained from it, a Leyden jar cannot be charged by bringing 
it to one of the terminals. From this the author concluded that the 
electricity produced was alternately of positive and negative sign, 
and this he showed to be the case by means of an electroscope. “The 
alternations, he said, occurred about every three-quarters of a revolution, 
the s ded paper discs which he used as an electroscope remaining 
sm r that period and collapsing during the next quarter of a 

urn. 


Using discs with various numbers and sizes of sectors, the author 
finds that the smaller the sectors and the fewer the number, the 
greater the quantity of electricity produced. Plain varnished glass 
is the best in this respect. Such a disc, however, does not excite 
itself quite so freely as one having numerous metallic sectors. 

By removing two of the inductors and placing an insulating rod 
carrying collecting brushes at its ends, across a diameter of the disc, 
the machine was used to produce direct currents. Numerous discs 
and various shaped inductors accompanied the machine, by means of 
which a Holtz, Voss, or ordinary influence machine could be imitated. 

Prof. S. P. THompson congratulated the author on the most in- 
teresting and puzzling machine he had brought before the society. 
He enquired if the machine would work if the direction of rotation 
were reversed, or if two of the inductors were removed, and also 
whether all the four inductors are electrically of the same sign at the 
same instant. 

_In reply, Mr. Wimsuurst said the machine would not excite if the 
direction of rotation be changed without also changing the direction 


* See last week’s REVIEW. 
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‘refracted, and 


of the brush arm, but it would work as a direct current machine 
when two inductors were removed. = 


“On ERECTING Prisms FOR THE OPrTICAL LANTERN, AND ON À Nuw 
Form OF ERECTING PRISM MADE BY Me. AHRENS,” by Prof. §, P. 
TxHompson, D.Sc. 

The ordinary form of erecting prisms, viz., a right-angled isosceles 
one, was, the author pointed out, open to the objection that the 
halves of the faces enclosing the right angle were nearly useless, for 
only the light which after the first refraction is totally reflected 
the hypotenuse face can be utilised. The fraction of the side‘w 

is useful varies with the refractive index, being ‘46 when y = 1%, 

and ‘525 when u = 1°65. To increase these proportions, prigms with 

angles of 105° and 126° have been used by Wright and others, and in 
some cases the prisms have been truncated. With such large angles 
much light is lost by reflection. Bertin employed two truncated right. 
angled prisms placed base to base with an air film between them, 
Nachet has also made erecting prisms for microscopes, in which 
internal reflections occur from faces inclined at an angle of 81° to 
each other. This form of prism suggested to Mr. Ahrens the new 
form now shown, and which may be described as a long right-angled 
prism whose ends are cut off so as to be parallel to each other and 
inclined at 45° to the hypotenuse face. The longitudinal acute angles 
ight required, are 
ight falling el to the axis on one end o y 
reflections emerges parallel but per- 
verted. It is claimed that this form of prism gives, weight for 
weight, a larger angular field than any cr démo ( made. 

The performance of the new form of prism and also of the ordinary 
form was tested before the Society. | 

At the close of the meeting, Dr. Atkinson, who had ious! 
taken the chair, announced that the next meeting would be held at 

Cambridge on May 9th, instead of May 8th as previousiy intended. 


NEW PATENTS—I1891. 


6,276. “ Electric locking devices for the gear wheels of motors of 
electric cars (or carriages).” G.W. BLANCHARD. Dated April 13th. 
(Complete.) 

_ 6,292. “An improved form of insulator for use with electrical _ 
currents.” H.W. Miter. Dated April 13th. (Complete.) 

6,298. “Improvements of armatures of d o-electric machines 
and motors.” J. Wopicka. Dated April 13th. 

6,318. An improvement relating to medico-electric batteries.” N. 
MrrceHELL.” Dated April 13th. | 

6,347. “Improvements in alternating current transformers.” G. 
T. TueweLz and E. A. Mrrcmezz. Dated April 14th. 

6,372. “Improvements in electric time calls.” R. VARLey, Jun. 
Dated April 14th. 

6,378. “Improvements in and relating to electric motors.” C.J. 
Van Dated April 14th. (Complete.) 

6,382. “A new or improved phonograph clock.” W. E. Woop 
BuRY. Dated April 14th. 


6,397. “Improvements in phonophoric telegraphy.” C. Lanepos- 
Davies. Dated April 14th. ST 
6,402. “Improvements in microphonic or telephonic transmitter.” 


A. T. Cozzxer. Dated April 14th. | 
6,474. “Improvements in materials or compounds to be used ss 
substitutes for wood, vulcanite, ebonite, and the like, in the manu 
facture of articles such as electrical insulators, cells for 
accumulators, boxes, door handles, toys, and other articles of the like 
kind.” W. GRITTEN and J. Lana. ted April 15th. 
6,485. “Improvements in dynamo-electric and 
machines.” A. I. GRAvIER. Dated April 15th. 
6,489. “A combined ceiling switch, cut-out, and ceiling rose for 
electric incandescent lamps.” W.R.Pryxe. Dated April 15th. Ù 
6,492. “An Improved holder and shade for electric glow lamps. 
C. Barter. Dated April 15th. | 
6,502. “ Improvements in galvanic batteries.” J. von DEB POPPEN- 
BuRG. Dated April 15th. od 
6,509. “The manufacture of ferric chloride from waste pickle from 
pe works.” J. W. Witson and C. H. G. HARvEY. 
April 16th. 
6,517. “Improvements ‘in electric light switches.”  C. M. Dos: . 
MAN and R. A. Smrrm. Dated April 16th. 
6,559. “Improved electric bell push.” J. M. Nico. Dated Apri 
16th. | 
6,614. ‘“ Taylor’s patent automatic electric bell signals for the pre- 
vention of pe. hl and accidents in foggy weather, or through 
engine drivers running past danger signals.” H. R. TAYLOB. 
April 17th. 
6,633. “Improvements in or relating to electric meter. *:. 
Dated April 17th. 7 
6,655. “Improvements in supports for telegraph insulators. “ 
C. Futter and G. Fuzzer. Dated April 17th. 
6,660. “ Improvements in the method of distribution of electrical 
en and in apparatus incidental thereto.” S. Z. De Fssnax™ 
Dated April 17th. 

6,677. “Improvements in the construction of magneto-electr® 
medical.” D.T. Dated April 18th. ue 
6,730. “Improvements in d o-electrie machines.” W. 

Morpey. Dated April 18th. (Complete.) 
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| ‘ABSTRACTS 
oF PUBLISHED SPECIFICATIONS, 1890. 


11480. “ Improvements in dynamo-electric machines and electro- 
mots.” Txomson. Dated July 22nd. 8d. In the 
machines embodying the invention, the inventor makes both the 
inducing and the induced current—that is, the current in the field 
conductor and what corresponds to the armature conductor—traverse 
stati coils with fixed terminals, the only part of the machine 
which revolves being an iron mass suitably constructed. 17 claims. 


12221. “An improved apparatus for the measurement of elec- 

i eni H. H. Laxs. (Communicated from abroad by E. 
Weston, of America.) Dated August 5th. 6d. The instrument 
embodies a fixed or stationary coil in the field of force on which is 
nivoted a vibrating coil, the said coils being electrically connected. 
The movable coil on the passage of a current through the circuit in- 
cluding both coils, assumes an angular position, depending upon the 
difference of potential between the terminals of the circuit, and the 
extent of angular displacement of the movable coil is shown by an 
index or pointer on a suitable scale. 1 claim. 


14.269. “Improvements in electrical signalling apparatus for 
an the like.” B.D, Datel September 
Oth. 8d. Consists in arranging insulating pieces, recesses, or spaces 
in the signal disc or wheel in such a manner that when the latter is 
rotated under the action of clockwork or otherwise, the brush or 
contact arm will be moved into the path of isolated insulating pieces, 
recesses, or spaces arranged in groups in different concentric circles, 
instead of into the path of insulating pieces or recesses, arranged in 
different radial lines as heretofore. 8 claims, 


CORRESPONDENCE. 


Electrostatic Inductive Capacity. 


Very full figures have been published relating to the elec- 
trical values of the recently completed London-Paris Tele- 
Ce line, but there is one point in connection with these 

gures which is not at all clear, and that is the accuracy of the 
assumption that the total electrostatic inductive capacity of 
a line worked on metallic circuit is half what it would be if 
worked on a single wire with earth as return. Mr. W. H. 
Preece, indeed, in his classical paper read before the Royal 
Society in March, 1887, states this to be a fact, and speaks 
of it as an interesting consequence of Thomson’s law of speeds 
(vide ELECTRICAL REVIEW, vol. xx., p. 225). 

If there be a line worked on a single covered wire with 
earth return (one core in a cable, for instance), and if the 
earth return be replaced by a second covered wire similar to 
the first, it is manifest the total capacity of the circuit will 
be halved, but the same result is . 
when aerial wires are in question. 

The weight given for the wires.on the line from London 
to St. Margaret’s Bay shows them to be about 4 mm. in 
diameter, and the calculated capacity of a well-insulated 
4 mm, wire suspended at a height of 20 feet above the 
ou mile. The actual capacity is 
said to be 0°015 mfd. per mile, the increase over the calcu- 
lated value being due to the earth wires on the poles. The 

ted capacity of two well-insulated 4 mm. wires sus- 
pended at a uniform distance of 14 inches apart (the distance 
separating the wires on the London-St. Margaret’s line) is 
about 0-009 mfd. per mile, and to reduce this to 0°006 mfd. 
e mile (i.e. to half the capacity of a single wire) it would 
€ necessary to e + the two wires by quite an imprac- 
ticable distance. The results of actual tests on some French 
lines, recently published in the Annales Télégraphiques 
vol. xvii., p. 499) go to show that the total electrostatic in- 
ductive capacity of an aérial line is varied but little, whether 
it be worked on metallic or single circuit, and it is probable 
as in the case of the single wire, the actual capacity of 
he metallic circuit is higher than that indicated by theory. 
F It would be interesting to know what proof can be given 
the truth of the assumption, that on metallic circuit the 
total capacity is halved. 


April 27th, 1891. 


[We refer this correspondent to our “ Notes” columns.— 
- Exec. Rev.] 


; Elmore Copper. 
wi your issue of the 10th inst., you reprinted a letter 
ae by Mr. Alexander Watt to a financial paper on the 
inst, for the purpose of illustrating the l'ile of 


no means self-evident 


the tubes made by the Elmore process, in which Mr. Watt 
states as a fact that “if a burnisher passes over the surface of 
a revolving iron mandrel coated with copper, it leaves a bright 
and highly polished or burnished surface to receive the next 
deposit with which it has no cohesion, and thus becomes a 
distinct and separate layer or film, and this deposit of non- 
adherent, and, indeed, laminated metal layer upon layer, goes 
on throughout the entire body of the metal deposited, 
rendering it totally unfit to withstand even a moderate heat 
without coming to grief in some way—disintegrating, in 
fact.” Will you kindly allow me to state, if it be necessary 
to do so after the reports of so many eminent experts to the 
contrary, that this statement, instead of being a fact, ‘is 
absolutely untrue, and, in support of my assertion, I am 
willing to deposit with any approved bank or person the sum 
of £500, provided Mr. Watt, or any champion of his, does 
the same ; and I will undertake to make an Elmore tube 
under the supervision of any well-known expert, and I 
will forfeit this sum to Mr, Watt, or to a recog- 
nised charity, if this tube shows any sign of foliation or 
lamination, even when subjected not only to a “moderate 
heat,” but to a temperature up to the point of fusion, Mr. 
Watt to likewise forfeit the same sum in the event of his con- 
tention being proved wrong. As a matter of fact, by the 
Elmore burnishing process the copper is made perfectly 
homogeneous, but by a modification of conditions, the copper 
may be deposited in superposed layers upon one mandrel, and 
it may be laminated to any extent at will. We take advan- 
tage of this latter fact in our patented process for the manu- 
facture of copper sheets. à 
William Elmore. 
London, April 28th, 1891. 4 
We regret that the conflicting views of our correspondents 
on this interesting technical question can only be determined 
by the aid of methods more familiar to readers of sporting 
papers than to those of the ELECTRICAL REVIEW. We are 
glad to receive from our correspondents information of in- 
terest, but we cannot undertake to be the medium of commu- 
nication for challenges involving stakeholders, &c., and we 
will therefore not trouble Mr. Watt for any + à to 
the above. Until time and experience shall have settled the 
matter it must remain in the stage of assertions, Mr. Watt 
says that by the burnishing process the copper is deposited 
in layers, which remain layers, and he gives the reasons on 
which his conclusion is based. Mr. Elmore admits that is so 
if they want it to be so, but it needs a modification of con- 
ditions from the Elmore burnishing process by which the 
copper is made perfectly homogeneous.—Eps. ELEC. REv.]. 


‘The Lane-Fox Patents. 


I shall be much obliged if you will allow me through 
your columns to offer a few observations for the purpose of 
explaining the report of the action of the Kensington and 
Knightsbridge Electric Supply Company v. the Lane-Fox 
Company, which in the Times of last 
Sat 

This Sek although accurate as far as it goes, is calcu- 
lated to convey to anyone unacquainted with history of 
the matter a very misleading conception of the actual state 
of the case. Briefly stated, the facts are as follows :—The 

tent in dispute covers the method of electric light distri- 
Gain now very generally in use, and which is known as the 
“ direct supply system.” 

This patent was till quite recently held by the Brush 
Electric Light Company, and was the subject of litigation 
between that company and the Edison-Swan Electric ben x à 
Company. Before, however, the case came into Court, a settle- 
ment was arrived at between the two companies, whereby the 
Edison-Swan Company mnt ua the validity of the patent, 
and accepted a license from the Brush Company. t the 
precise terms of this license may be I have not been able to ascer- 
tain. Suffice it to say that, inasmuch as it raised questions 
between the Brush Company and myself, a new agreement 
was entered into between us, by which the patent was made over 


to me subject to this Edison-Swan license, the benefit of 


which was retained by the Brush Company. In this way I 
became entitled: to royalties accruing from the use of the 
patent by the trade generally with the above exceptions. I 
not unnaturally concluded that the patent having been ac- 
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knowledged by two such important firms as the Edison- 
Swan Company and the: Brush Company, and. that havin 
the strong support of by far the most eminent scientific an 
legal authorities of the day (including Sir William Thomson, 
President of the Royal Society; Dr. Silvanus Thompson, 
Prof. Perry, Mr. W. H. Preece, Mr. Latimer Clark, Sir 
Richard Webster, Mr. Fletcher Moulton and many others), 
it would be generally acknowledged by the various infringers, 
without any further dispute. Accordingly a limited com- 
pany was formed, with the nominal capital of £100, for 
the purpose of holding the patent — of apportioning 
certain interests therein. Instead, however, of honourably 
| ing the situation, a movement was started in the trade, 
at the instigation of the Kensington and Knightsbridge 
Company, for organising an opposition to the patent. After 
all our conciliatory overtures to this trade combination had 
failed, an action was started against the Kensington and 
_ Knightsbridge Company in the joint names of myself and 
my company, and for this action we retained the services of 
the Attorney-General and Mr. Moulton, Q.C., for both of 
whom I had a general retainer of long standing. 

_ Now the Kensington and Knightsbridge Company, holding 
also a general retainer (though of long subsequent date to 
my own) for these same counsel, claimed -their services 
against us, because, according to the rules which govern 
these matters, v9, À og retainer was invalidated by the fact 
of my company being made party to the suit. 

The consequence was that in order that we might con- 
tinue -to have the services of these counsel, the original 
action had to be withdrawn and a new one instituted in my 
own name alone. These facts will explain how it came 
about that we were placed in, the rather curious position 
mee in the report of the.proceedings before Mr. Justice 

terling. | 


St. G. Lane-Fox. 
April 28th, 1891. 


Concentric Wiring.* 
To the Editor of the Post MAGAZINE. 


Sir,—As the concentric wiring of ‘buildings is now 
engaging the attention of fire office officials, and as the 
system differs materially in important features from that 
commonly in vogue and for which all existing insurance rules 
are solely framed to meet, I hope no apology is needed in 
bringing this subject under the notice of your readers. We 
are at present so wedded by custom to ordinary two-wire 
work that when meeting with a system that does not conform 


with the usual requirements in the matter of house-wiring, | 


we naturally view the new comer with a certain amount of 
distrust and suspicion. But do not let us condemn in haste 
what may upon maturer consideration prove rather a boon 
than otherwise from our particular point of view. Let us 
therefore, in the first place, briefly consider in what respects 
the two systems mainly differ. | 

In ordinary two-wire work, with lamps in simple parallel, 
we carry two insulated conductors, kept rigidly apart in wood 
casing, forming what are technically known as the “ posi- 
tive ” and “negative” poles, and between which there is usually 
a difference of ery of 100 volts. We, in short, so 
arrange matters that there shall be no electrical connection 
whatever between those conductors other than through the 
lamps. Now under these conditions it is clear that the elec- 
trical stress or strain lies between those conductors, and is 
therefore in a measure ez/ernal to the respective cables or 
wires of the system. 

On the other hand in concentric work the “ positive ” 
conductor is carried inside the “ negative ” conductor, with 
insulation between, forming a cofplete cable, the one “ pole” 
thus QE surrounding and electrically sereening the 
other. Here then the eleetrieal strain, or stress, is between 
the centre core and the outer metallic covering of the cable 
—hence it is in this instance internat and confined to the 
cable. Thus it matters not what contact the outer or 
tive conductor may make with surrounding conducting 


re letter is referred to in our leading colamns.—Eps. ExEc. 
EV. 


matter, and therefore no need for wood casing or other 
tection: It is impossible, under these conditions, for, the 
“ positive ” to make earth excepting through the “ negative” 
and that .brings about what is technically called à short 
circuit, against which we can absolutely provide. + 

On the score of insulation, the concentric easily bears the 


But this is not the only advantage. In our existing rulé 
we provide liberally for cut-outs, in the fond belief ot 
will protect us from all electrical evils. As is well known, 
however, in two-wire work they do nothing of the kind. 4 ~ 
fusible cut-out acts only in the event of an excess of current, 
It will not protect us against’dangerous heating, due to bad 
joints, fractured wires, or the innumerable imperfect conneo. 
tions throughout an installation, until serious damage is 
done. But with a concentric cable with only the ae 
material (which should be as thin as possible, with the requi- 
site resistance) between the two conductors, it is scarcel 
possible that either can sustain injury in the manner refi 
to for any appreciable time without destroying the insulation 
and producing the requisite “short circuit,” thus bringing 
the cut-out into operation. 

So that by using a concentric system of wiring we not only 
get rid of wood casing and its attending evils, but we at the 
same time vastly enhance the value of our cut-outs. 

Whilst on this subject let me refer to news that has lately 
reached us from Berlin. The “ Berliner Electricitäts Werke,” — 
with an experience in electrical wiring second to non 
plying, as they do, over 100,000 lamps—are revising their 
wiring rules, and if report be true, they are doing so in a 
very thorough manner. They now condemn the use of wood 
casing ; but the greatest novelty is in the wire specified for. 
This amounts to a twin cable with very slight mechanical 
insulation between the two wires—such as cotton or jute, but. 
the whole*overlaid with the usual rubber and tape.as a 
tection against moisture. By this arrangement any injury 
or fault in the conductors must bring about a short-circuit, 
blowing the fuse, and thus saving a conflagration. 

In the light of our English rules this appears little short 
of madness, but it will be observed there is singular method 
in the madness of our German friends. The same go 
however, is equally obtainable with a concentric cable, 
in a better manner. 

I will now refer to what appears essential in a concentric 
system, and what are its drawbacks. | 

In the first place, it is evident that the concentricity must 
extend to every detail—from dynamo to lamp—including all 
switches, cut-outs and lamp fittings. To effect this, and ab 
the same time to obtain a perfect mechanical and electrical 
joint, requires much scheming. But it is done, and well 
done. A concentric wired installation is the nearest approach — 
to gas fitting I know of, and there is somehow a charming 
simplicity in a gas pipe not to be denied. : ae 

At first sight a bare return, forming the outer armour of 
the cable and affording protection to the insulation, ae 
altogether wrong. It is, nevertheless, feasible and safe, and 
is an arrangement frequently met with in ship ligne 
where the lamp fitting forms the return to a single wilt 
system, carried within it. And yet no one has ever expe 
rienced any unpleasantness in handling such a fitting, nor # 
ever likely to. It is desirable, however, that the negative be 
thoroughly well “earthed,” to provide against certain 00a 
tingencies, when it may be handled with perfect impunity 
under any circumstances. 

The only drawback, as far as I know, to the more general . 
use of the concentric system of wiring is in the fact thats 
must not be used in combination with another system, 
for obvious reasons. There must be no mixing of the-two, 
where both derive their supply from the same source ; | 
it is scarcely applicable in installations off a gum 
of any external supply, ow of no system of wi | 
properly carried out, that gives such protection to bots life 


I am, Sir, yours obediently, | 
H. Human, 4. EE 
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| 
| 
and property as the concentric. 

I venture to put forward these remarks. m the hope they 
may lead to a useful discussion upon system at present 
little understood or appreciated, and which unfortunately 
threatens to become another bone of contention. 
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AND 


J. H. HOLMES & CO, 


NEWCASTLE-ON-TYNE, 
17, COLFMAN STREET, LONDON, EC. 


SLOW SPEED. 
HIGH EFFICIENCY. 


YNAMOS 


BLEGRAMS: “INDIOBS,” 


WHEATLEY KIRK, PRICE & GOULTY, 


ELECTRICAL AUCTIONEERS, VALUERS 
AND ARBIT 


RATORS 


se, QUEEN VICTORIA STREET, LONDON, E.C., 
And Albert Square, MANOHESTER. 143 


THE ELECTRIC & GENERAL INVESTMENT CO. 


LIMITED, 
Offices :—1 & 2, Great Wincuester Street, LONDON, E.C. 


His Graee the DUKE OF MARLBOROUGH, Chairman. 


The Company has been formed FOR THE PURPOSE OF 
FACILITATING THE PROMOTION AND DEVELOPMENT 
OF UNDERTAKINGS for Electric Lighting, Traction, Trans- 
mission of Power, and other industrial uses of electricity. 

Communications may be addressed to— 

J. CECIL BULL, 
3827 Secretary. 


ELECTRIC WIRE CASINGS. 


Telephone 
No. 3188. 


| Discounts in all Woods free. 
Mahogany and Timber Importers, Importers of School Board Flooring Blocks, Figured 
Wainscot Floorings, and Manufacturers of High-Class Mouldings in all woods, 
Head Office: 214, PAVILION ROAD, SLOANE SQUARE, 8.W. 
Saw Mills: Stanley Bridge Wharf, King’s Road, CHELSEA. 


Branch Yard: 68a, Poland Street, Oxford Street, W. sen 
COX 
PRACTICAL 


Manufacturing Electricians, 
11, FETTER LANE, 


FLEET STREET, LONDON, E.C 
(Opposite the Record Uffce). 


WORK, EXPERIMENTAL OR TRADE. 


Parts und all Mouteri:ls at ve.y lowe t rates. 
Illustrated Lists and Quotations. The Record 
Science Stores. 4173 


CONTRACT WIRING, &c. 


WALLACE SANDY & EASTER, 


CHOUMERT ROAD, PECKHAM, S.F., 


ms Prepared to carry out the wiring and fitting of installations, with or 
re ut materials. Complete gas or steam plant. 
work absolutely guaranteed and tests given on completion. Best 
labour only, Enquiries invited. Shipwork a speciality. 


Telegrams : DOGBERRY, LONDON 4417 


SP=CIALITY.—SMALL ELECTRIS AND OPTICAL | 


Induction Coils, Indicuturs, Bells, Patent | 
Alu: ms, and Inventions, switches, Telephone 


138, LONDON WALL WOOD STREET E.O. 


EBONITE. 


CHEAP PREPAID ADVERTISEMENTS, 


Relating to Situations Vacant, Situations Wanted, Businesses 
Wanted, Businesses for Sale, Patents for Sale, Specific Articles of 
any kind Wanted, or for Sale or Exchange, are inserted at the 
rate of ONE PENNY Per Word (minimum 1s.). 
Three consecutive Insertions for the Price for Two. 
*,* This Scale does not apply to Trade Advertisements, terms tor which 
can be had on application. 
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Li gee MANAGER required for Glasgow office ; must have 


knowledge of trade. Apply stating salary required and 
experience.—J. H. Hotmss & Co., Electric Light Eagineers, 
Newcastle-on-Tyne. 44:3 


A VERY GOOD VACANCY is now open for a premium pupil 
in our electrical testing department.—Address No. 4,407, 
Office of this paper. 4407 


RACTICAL Man, age 35, well educated and good correr- 

pondent, will be disengaged in June next ; at present out- 

door manager to large city firm of electrical engineers ; ae 

competent to take management of any electric light, bell or 

telephone installation, and testing same. Many years with present 

employers, who would give highest reference a3 to respectability 
and ability. Address, Wheatstone, at this office. 4422 


Prime Cost, or Shorthand Correspondent. Ad- 
vertiser seeks Engagement as above, thorough «Il round 
experience.—Address, “Electric,” 2, Cottage Place, Lrompton 
Square, W. ue 
YPES Respectable, age 19, requires employment as Improver 


in electrical firm. 24 years’ experience.—A. R., 4, Crescent 
Road, Crouch End. pre 


ARTNERSHIP.—Gentleman with £2,000 capital required, to — 


take half share in manufacturiog concern just starting. 
Able to actively attend to the commercial business of the firm.— 
Apply, ELecrricat Review Office. 4419 


ARTNERSHIP.—Practical man with £200 to £300 would be 

pleased to meet with another with a similar amount and dis- 

posed to commence in a Lancashire town.—Address, 4,424 ELEc- 
TRICAL Review Office. 4424 


ARTNERSHIP.—Electrical Engineer desires Partnership in 
well established business, either general or special; Bir- 
miogham or Midlands preferred. Moderate capital.—Apply, 
No. 4,400, ELectricat Review office. 4.00 


ANTED Willans, Chandelers, or other silent engines with 

dynamos coupled direct, indicated H P., 10, 12, 30, or 60, 

H.P. The dynamos wound for about 100 volts, also a quantity of 

91/12, 31/16, 19/16, or other sizes between, must be vulcanised, 

apply by ee stating lowest price.—“ H. G. E.” 169, Stamford 
treet, 5.E. 


4425 


INTERNATIONAL ELECTRIC EXHIBITION IN FRANKFORT-ON-THE-MAIN. 


N 


ENGINEER with great technical experience and suecess during his many years’ practice in trans- 


atlantic countries, and eminently qualified to represent a large firm, is willing to undertake the representation of an 


portant firm for the duration of the 


ELECTRIC EXHIBITION IN FRANKFORT-ON-THE-MAIN. 


Advertiser is thor 


arge enterprises wougnly conversant with the German, Spanish, English, French and Italian lang 


Plea.e ad 


; has carried through 


or his own account, and would eventüally be prepared to do business also for the respective house abroad. 
to “K. L.,” 753, care of Haasenstern & Vogouer, A. G., Frankfort-on-the,Main. 4403 
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TAYLOR, TUNNICLIFF & CO, 


MAST WOOD, HAN 
Manufacturers of 
PORCELAIN PARTS FOR 


LAMP HOLDERS CEILING ROSES. 


SCREWED SWITCH BASES AND COVERS, 


cou rT Ts, 
SAFETY JUNOTIONS. 
And Specialities for Electric Lighting. 


3977 


GLOVE AND GAITER LEATHER 
DRESSERS, LEATHER AND 


FIRE 
BUCKETS 
AND HOSE. 
12. FIRST-CLASS 
MEDALS AWARDED. 


WILLIAM RICKARD, 


WIRES 


Insulated with Silk, Cotton, India-Rubber, 
Gutta-Percha, &c., &c. 


FLEXIBLE CORDS A À -{ 


HAYWARD TYLER 


AND 


ELECTRIC LIGHT CONTRACTO 


HIGH-SPEED ENGINES 
ELECTRIC LIGHTING. 
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90 & 92, ‘WHITECROSS STREET, 
LONDON, E.c. 


4157 


COMPLETE INSTALLATIONS FOR HOUSES, FACTORIES, SHIPS, &tc. 


X JS 


fantastic 


VERITYS WEEKLY LETTER. 


We think that some of our friends in the 
trade are unaware of the excellence of the 
high class tronwork now being manufac- 


| 
7 LA 


TO THE ELECTRICAL TRADE 


tured by us, not only for electric fittings — 


but for the numerous purposes for which 
such a metal is so admirably suited. In 
many houses, however, the idea of iron 
work for fittings is often condemned as 
‘looking cold,” whatever this means. 
The expression will only be correct with 


blacked ironwork and it should be remem- ° 
bered that many different finishes can be... 
obtained. Finished half black the lines \ 


of hammered leaf work show to perfe tion ; 
and when the iron ts polished -bright with 
a thin coating of good lacquer the scrol 
and leafwork always has a fine effect. 
Iron is capable’ of almost as much delicate 
treatment as silver, and the beautiful Cinque 


Cento work shows to what a pitch of per- . 


fection hammered ironwork can be brought. 


Besides the finish the styles of ironwork 
offer so much variety of treatment. This 
we are endeavouring to exemplify by a 


series of wrought iron grilles for the front 


of our Regent Street Show Rooms, und 
which will be used at night-time as a pro- 
lection and fixed within during the day- 


specimens of work and design. 
conventionalised spearheads con- 


taining in the centre on an embossed shield 
the Smith’s tools, hammer and tongs ; the 
hammered scroll work set off by the well- 
known vertical lines of the English School 
as exemplified by Huntingdon Shaw ; the 
round iron scroll work with 
quaint mediwval heads and terminations 
of the À 


‘uremberg School ; the square scroll” 


work with the charactristic curves a 


shield centre of the French, are all shown © 
while the rich _treat- . 


in different grilles ; 
ment and abundant ornamentation of the 
Renaissance style has been rightly typified 2 
in an elaborate gate for the entrance. * ~ 


B. Verity & Sons. 


31, Kung Street, 


Covent Garden, London. 
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PORTABLE TESTING SET 


(EVERSEHELS PATENT), 


Supplied to Principal Contracting and Supply Companies. 


D DIRECT READING, | ; 
= FOR RAPID TESTING 


WITHOUT CALCULATION. 
| W. T. GOOLDEN & CO. 
_now have these instruments 
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= and regret the delay in 
es delivery which the great de- 
mand for them has hitherto 
caused. 


— = 


OOLDEN & Co. 


Contractors to English & Foreign Governments, 


Railways, Central Stations,&c. | | 
YN AM OS. Splendid Mechanical LE 
Construction. 
Armatures # ' » insulated entirely with MICA | 
POSITIVE DRIVING Long Bearings. Clean and Economical Lubricati ‘Standard Goolden Oveligpe built 
of Conductors. CHEAPER than any Dynamos with Gramme, Drum and Bar Armatures. 
torking with same MARGINAL FACTORS 
AMPLE CLEARANCE and at same LOW TEMPERATURE, Some welghing over SEYEN TONS without yaa 
for Armatures. 08 of this type have worked at 850 vol 


ng power in See 


STRONGE.Y 
Will drive machinery direct with Spur Gearing, without breaking down the armatures. 
HIGH EFFICIENCIES. 


TEAM DYNAMOS 


FOR ANY OUTPUT. 


DYNAMOS and MOTORS — - | 
Built to Specification. | 


VEUX DYNAMO for ELECTROFYPIN3 
Wsolied to Ordnance Survey Dept. 
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«3 will work with Armature in water. 
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RICHMOND. HILL à 
MAKERS, 


COMPLETE INSTALLATIONS OF ALL KINDS, | 


AGENTS : : 
EWEN & CO., 37, Walbrook, E.C Estimates on Application. 
135, Buchanan Street, Glasgow. | No. 63, OLDHAM. 


GEORGE EDWARD «x: co, 


HERCULES IRON WORKS, JOHNSTONE, near GLASGOW. 


PATENTEES AND MAKERS OF 


. PATENT VERTICAL HYDRAULIC MULTIPLE LEAD PIPE PRESSES, | 
For Covering Telegraph, Telephone and other Cables with Lead, and for Making Lead and other Metal Pipes, all in Long Lengths | 


PATENT HORIZONTAL HYDRAULIC MULTIPLE LEAD PIPE PRESSES, 


For Making Lead and other Metal Pipes, Bends, and Traps, and for Covering Telegraph, Telephone, and other Cables with Lead | 
in Long Lengths. 


PATENT IMPROVED HYDRAULIC LEAD PIPE PRESSES, | 
As supplied to all the leadin ey Makers in Great Britain, and abroad. For Making Solid Block Tin, and Block Tin Composition | 
Tubes, Solid Block ined Lead Pipe, Solid Cold Pressed Lead Pipe, Lead Composition and Tinned Composition Pipes, 

Lead Rods for Bullets, Window Leads for Glass, Square, Hexagon and other shaped Pipes and Rods in Long Lengths. :. 


‘IMPROVED SHEET LEAD ROLLING MILLS, 
With Lie Steam Engines or Reversing Gearing fitted with Self-Acting arrangements for Feeding the Lead Block and Sheets to 
Main Rolls, Double Power Geared Guillotine for Shearing the Rolled Plates up to 14 inches thick, Self-Acting Circular Cutters for 
Trimming Edges of Sheets and combining all our latest improvements for reducing labour and producing superior Milled Sheets. 


ROLLING MILLS AND PIPE PRESSES CAN BE ALTERED TO OUR PATENT AND IMPROVED SYSTEM. 


FOWLER-WARING CABLES Co. 


32, VICTORIA STREET, LONDON, S.W., 
AL CLASSES OF VULCANIZED AND PURE INDIA-RUBBER WIRES AND CABLES, 


Sole Manufacturers of 


LEAD-COYERED CABLES, 


| UNDER THE COMPANY’S PATENTS, | 
FOR TELEPHONE, TELEGRAPH, ELECTRIC LIGHT, 


TRANSMISSION OF POWER, 
And Underground Installations of every kind. 


SPECIAL ANTI- INDUGSIQN TELEPHONE CABLES. 


STEAM SHIPS, DOCKS, 
CHEMICAL WORKS 
FACTORIES, MINES, 
DAMP PLACES, &¢. 


UNAFFECTED BY HEAT, 
MECHANICAL STRENGTH 
HIGH INSULATION, 
LOW CAPACITY. 


GOLD MEDAL. 


REFERENCES AND PARTICULARS ON APPLICATION. 


Works: NORTH WOOLWICH, 
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publications. 


COMPREHENSIVE INTERNATIONAL 


WIRE TABLE. 


Compiled by W. S. BOULT, Assoc. M. Inst. CE, 
60, CASTLE St., LIVERPOOL. 


‘51 pp., Crown 4to, Cloth Bds.; Price 6s. ‘6d. 


| sent Post Free to any address in U.K., on receipt of Postal 


Order for 6s. 9d 4163 


39mo, ROAN, GILT EDGES, 48. 6d. 


HLECTRICAL NOTES AND DEF INITIONS 


For the Use of Engineering Students and Practical Men. 
By W. PERREN MAYCOCK, Assoc.Mem.Inst.£.E., 


Instructor in Electrical Engineering at the Pitlake Institute, Croydon, éc., 


TOGETHER WITH THE 


AULE3 AND REGULATIONS TO BE-OBSERVED IN ELECTRICAL INSTA! LATION WORK AS 
ISSUED BY THE PHCENIX FIVE OFFICE AND THE INSTITUTION va 
ELECTRIGAL ENGINEERS. 


Second Edition, considerably Enlarged, with Numerous Illustrations. 


London: E. & EF. N. SPON, 125, 


ESTAB ISMED 1880. 
THE 


Railway Engineer 


An Wustrated Monthly Review of the Construction, Machinery and 
Administration of Railways. 


MONTHLY, ONE SHILLING. 
A Valuable Work for Reference, illustrated with large 


LITHOGRAPHED WORKING DRAWINGS 


; Bridges and all 


ANNUAL SUBSCRIPTIONS, IN POSTAL UNION, 14s. 
(Payable in Advance, including Postage.) Specimen Copy Post Free, Us. 


OFFICES :—8, CATHERINE ST., STRAND, LONDON, W.C. 


DAILY ORACLE 


ESTABLISHED 1889. 


Published Ewery Morning. 


PRICE ONE PENNY. 


AN INDEPENDENT FINANCIAL NEWSPAPER. 
DEVOTED TO THE INTERESTS OF SHARE- 
HOLDERS AND INVESTORS. 


IT CONTAINS: 


FULL CRITICISMS ON NEW COMPAN IES, MEETINGS, &c., 


LATEST PRICES OF QUOTED AND UNQUOTED SECURITIES, 


MINING, INSURANCE, PRODUCE & SPORTING NOTES, 
DAILY EXTRACTS FROM THE REGISTER OF BILLS OF 
SALE AND DEEDS OF ARRANGEMENT, 
_ SHIPPING INFORMATION. 


Scale of Charges Jor Advertisements can be had on 
application, 


AT ALL AND BOOKSTALLS. 


Offices : 20, BUCKLERSBURY, LONDON, EC. 


WHITTAKER’S HANDBOOKS for ELECTRICIANS 


_ By GISBERT KAPP, C.E., Member of the Council of the 
Institution of Electrical Engineers. 


ELECTRIC TRANSMISSION of ENERGY, 


and its Transformation, Sub-division, and Distribution 
_ Witb 130 woodcuts and diagrams. Third edition. nd 
revised and enlarged. Crown 8vo, 78. 64. 


By Sir DAVID SALOMONS, Bart., M.A., Vice-President of the 
Institution of Electrical 
ELECTRIC LIGHT INSTALLATIONS, 

and the Management of Accumulators. With 106 woodcuts 


and diagrams. Sixth edition. Revised and IN Wide 
small Crown 8vo, 64. 


By W. H. PREEOE, F.R.S 


. and JULIUS MATER, Ph.D. 


THE TELEPHONE. With 290 illustrations. 


Appendix, ‘l'ables and Index. Crown 8vo, 12s. 6d. | 
+ By THOMAS H. BLAKESLEY, M.A., M.Inst.C.E. 
ALTERNATING CURRENTS OF ELEC- 


TRICITY. Second editivn enlarged. Crown 8vo, 4s. 6d. 
By 8S. R. BOTTONE. 


ELECTRO-MOTORS : How made and how 


used. 64 illustrations. 34. 


ELECTRICAL INSTRUMENT MAKING 
RE to 60 illustrations. Fourth edition. Kevis: d 
enlarged, 3: 


‘| ELECTRIC BELLS, and all about them. 


99 illustrations. Third edition. Revised, 33. ' 


By SYDNEY F. WALKER, M.L.E.E., A-M.Inst.C.E. 


ELECTRICITY IN OUR ,HOMES «AND 
WORKSHOPS. 127 illustrations 


By JOHN GRAY, B.Sc., A.B.8.M., A.LE.E, MPs. | 
ELECTRICAL INFLUENCE MACHINES, 


their Historical and Modern Forms, with 


Instructions for making them. 89 illustrations, 4s. 6d. 
A Complete List of Engineers’ Books, published by Whittaker, sent free on appli.ution. 


Lonoon: WHITTAKER & CO., PATERNOSTER 80. 


| Le MONITRUR des INVENTIONS INDUSTRIELLES 


16th YEAR. 


6 BOULEVARD DE STRASBOURG. PARIS. 
| Siatem Pages, Half-Monthly, IUustraiod. 
"| SUBSCRIPTION: 6s. Yearly, 8s. 6d. Half-Yearly, Post Free 


LE GENIE CIVIL, 


Weekly Review of French and Forelgu Industries In General, 
6, RUE DE LA CHAUSEE D’ANTIN, PARIS. 


Editor-in-Chief, MAX DE NANSOUTY, Ingenieur des Arta et 
Manufactures, Officier d’Academie, Secretary of the Electrical 
Committee of the Exhibition of 1889. 


THE BEST CONTINENTAL ADVERTISING MEDIUM OF ALL 


All communications for the Advertising or Publishing Depart- 
ment to be addressed to Mr. Bocquzt, GENIE Crvin Orricz, 6, Rue 
de la Chausée d’Antin, Paris. 103 


For every description of NEW and SECOND-HAND ELECTRICAL \PPA- 
RATUS, PLANT and Ee 


‘ical ‘Plant 


A POPULAR ILLUSTRATED JOURNAL DEALING WITH 
ELECTRICAL MATTERS. 


PUBLISHED MONTHLY—POST FREE, 64d. 
Offices & Warehouse: 52, Queen Victoria St., & 39, Queen St., London, E.C. 


Telegrams—“ INDICES,” LONDON. Telephone—1s5°. 
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Cloth ge. éd., Post Pros. With numerous illustrated Experiments and Examination Quéstions: 


By. ANDREW ‘JAMIESON, .M. Inst. C. E. 


ELEMENTARY MANUAL ‘OF. MAGNETISM AND 


Part I:—Natural Magne érmanent, Magnets; Magnetic Curves-or Lines of Fopopa ; Molecular Theory. of Magnetisation; 
Distribution of Free ro ta; ông a Bar et ; ‘Magnetic et the Earth regarded as a Magnet; the Mariner’s’ Compa 
Practical Notes on making Experimental Apparatus for studying etism ; Questions and Answers. _ 


‘Part Il: :—Electro-magnetisms ; Simple’ ‘Apparatus for Studying the Magnetic Action and Direction of Electric Currents ; Magodte 
Field and its Direction as due to a Circular Current; Electro-Magnetic Solenoid ;.Magnetic Polarity. due-to-a 


Magnetisation of Iron ‘and ‘Steel’ by an Electrit \Carrent; Eleotro-Dynamics ; Electro- etic Induction ; Historical Note on the 


Discoveries of Galvani and Volta, &c.; Heat is develo when a Force overcomes Res nce; Polarisation; — Notes: on 
Making Experimental ‘Apparatus for Studying ‘Voltaic’ Electricity ; Questions and 1 Answers... hind ee 


Part III. :—Early History of Electricity, and Derivation of the Word ; “General Éxplanatio tiog of the Terms | te Positive and Negative”; ; 
Conductors and Insulators ; Simultaneous and Equal Generation of Positive and Negative Electricity ; Blectro-Static Induction 
Electro-Static Distribution on Conductors; Surface-Density; Experiments with the’ Winter Machine ; ; Practical N otes on rs 


Crown pe: 108. 6d., Post Free. New Edition with 307 Illustrations. By w. SLINGO, Principal of the Telegraphists’ School of Selene 
‘and A, ‘Instructor on Electrical Engineering at the Telegraphists’ School of Science, G.P. )., London, 


ELECTRICAL ENGINEERING FOR ELECTRIC LIGHT 


. Contents :—1. Current—Potential—Conductors—Insulators. 11. Practical Units—-Ohm’s Units... 
Batteries. 1v. Measurement of Current Strength. .v. Measurement of Resistance. vi. Measurement of ne nent Forea, 


vit. Electro-Magnets—Electro-Magnetic Induction. vii. Dynamo-Electric Machines (Alternate Current). . Dynamo-Electrie | 


Machines (Direct Current). x. Direct Current Dynamos (continued). x1. Direct Current Dynamos (Open Coil). xt. Motors and 
their Applications. Transformers. xiv. Secohdary Batteries. xv. Arc xvi. Incandescent . 
xvit. Installation Equipment, Fittings, &e. 


Cloth, 4s. 6d., Post Free. 55 Illustrations. By à JAMES SWINBURNE. 


PRACTICAL ELECTRICAL MEASUREMENT. 


” Altogether the A pose is an excellent one, the few points that have been objected to in this notice being almost the only ones that 
out of a large mass of matter have struck us as perhaps epen to criticism.”—Electrician, February 15th, 1889. 

“ The author comes to his task, however, so well equipped by practical experience, that phere s pears to be a basis for his very pro 
nounced confidence. His selection and tréatment of the su ject matter is decidedly o ds lange amount of stereotyped matter, 
indispensable te -works on electrical subjects, is y its Electrical Engineer (New 

ork), February, 
, “ Taken as a whole, the book is a most: =e and instructive one, and, with the illustrations, is a vatuable addition to the 
literature of a subject which is interesting to in practical electrical work.”’— Electrical World, New York, January 12th, 1889. 
“ It does not need commending; we have ny give the author’s name and that of the publishers.” — Electrical Plant, January, 1889. 


Gloth, 4s. 6d., Post Free. H Ilustrations and 5 Tables. By F. B, BADT. 
INCAN DESCENT WIRING HANDBOOK. . 


Multiple Arc System; Three-Wire System ; Methods of Running Wire; Location:of Safety Devices and igivitchéa | ‘Fixtures aid 


Cloth 4s. 64,, E Post Nees 70 Illustrations. By F. B, BADT. 


DYNAMO TENDERS’ HANDBOOK. 


Elementary Data; Arrangement of Power ; Dynamo-Electric Machines ; Diseases of Dynamos ; Lamps ; Instruments ; Circuits or Leads 
Accuinulators ; pa Regulations ; Table of Electric Light Conductors ; Lamp Lighting Schedule ; Construction Tools. 


Cloth, 7s. 6d., Post Free. 4th Edition, Revised and Enlarged. Numerous Illustrations, By JOHN W. URQUHART. | 


ELECTRIC LIGHT; ITS PRODUCTION AND- USE. 


Plain Directions for the Treatment of Dynamo-Electric Machines, Batteries, Accumulators and Electric Lamps ; Primary 
and Secondary Batteries; Thermo-Electric Batteries; Magneto-Electric Generàtors;- Electro-Magneto Electric Machines, Dynamo 
Electric Machines ; General Observations on Machines, ransformers, and Electricity, Meters, Arc and Incandescent Lamps; 
Electrical Distribution and Circuits; Measurement of the Arc ht; Mathematical Notes; Present Application and Cost of the 
Electric Light; Notes on + Lighting; anes Light Wiring Tests. 


Cloth, 1. 64., Post Free. By Dr. TUMLIRZ. Translated by D. ROBERTSON, MA, LL.D. B.Sc. 


POTENTIAL, 


AND ITS APPLICATION TO THE EXPLANATION OF ‘ELECTRICAL PHENOMENA 
POPULARLY TREATED. 


Introduction, Auxiliary Propositions from Mechanics; Potential of Gravity; Electrical Potential, (Statical Betsey) 
Electrical Potential, Current) ; etism, Electro-Magnetism, ae Induction 5, | 
5 Electrical —_ of Measurement. : 


Leather, Bs. Post Free. By H. R. KEMPE, M.Inst.E.E. 


THE ELECTRICAL ENGINEER'S POCKETBOOK 
OF MODERN RULES, FORMULA, TABLES AND DATA. . 


ny of the above Books can had Carriage Poid by amding « remittance for the grise to 


At ALABASTER, GATEHOUSE & C0, 2, PATERNOSTER Row, 
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POOLE WHITE, 


. 


1801.) TELEGRAPHIC JOURNAL. AND BLECTRICAT REVIEW SUPPLEMENT. | 


ELECTRICAL & MECHANICAL ENGINEERS, MANUF ACTURERS & SUPPLIERS. 


THE TRADE 


‘Works, Showrooms and Offices: 


58 a 59 BREAD STREET, CHEAPSIDE LONDON, EC. 


POOLE & WHITES PATENT “B.C.” LAMPHOLDERS. 
à Manufactured under 


Man Switches Switchboards 


aud 
Svitcboards to 

a “ay 
speciality. 


24", 3” , 34” diameter. 


PORCELAIN. DECORATION TO DESIGN. 


| | sizes FROM 3 to 1,000 AMPERES. 


© PRICE LISTS SENT POST FREE ON APPLICATION. 


Specification. 


. 
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SEND AT ONCE TO 


BURBEY 


WILLIAMSON, 
BALMORAL BUILDINGS, 91, QUEEN VICTORIA STREET, 


LONDON, E. C.; 
_ for their latest | 


Over 


300 ILLUSTRATIONS. 


PART I. Distribut- 
ing and Fuse Boards, Main Switches | 
to carry from 20 to 4,000 amps., Regu- | 

lating Switches, Branch Switches, 
the Patent “ Nipper” Switch, Ceiling | 

_ Roses, Fuses, Edison-Swan Lamp- 
holders, the Patent Wall Socket, 
Measuring Instruments of all kinds, 
Fittings, Brackets, Standards, Elec- | 
troliers, Glassware, Cables & Casing. 
PART II.—Bells, Indicators, | 
Pushes, &c. | 


FACTORY : 


TOWER BRIDGE ELECTRICAL WORKS, 


LONDON, 
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ACME ELECTRIC WORKS 


Telephone No. 7,629. = (FRANCIS TEAGUE, Manager), Telegrams: “SOUNDER, LONDON.” 


ELECTRIC TELEGRAPH ENGINEERS, 


Contractors to H.M. War Office, Admiralty, G.P.0., London County Council, &c. 


MANUFACTU RERS OF 


PATENT ELECTRICITY 


Direct Reading in B. T. Units. No Constants or Multiplier required. | 


- 


ALSO MAKERS oF THE 


NEW COMBINED AYRTON & PERRY SPRING 
AND AMPERE METERS 


| (Made to read up to 1,000 Yolts and 1,000 Amperes). 


AYRTON & cea S me PATENT TWISTED STRIP AMPERE & VOLT METERS 


EACH INSTRUMENT IS TESTED 
BY THE INVENTORS 
AND BEARS THEIR CERTIFICATE 
OF ACCURACY. 


Ayrton aiPerry’ s Volt & Ampere Meter, 
reading on one dial with one pointer. 


Cockburn’s Patent Quick Break Lock Switches, Main Switchboards. 
Cockburn’s Patent Cut-Outs and Reliable Safety Fuses. 


Bpring Ammoter, Direct Reading. _ 


ELECTRICAL ACCESSORIES. aa 


Works & Offices : FERDINAND STREET, CHALK FARM, N. Ww, 
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THE AND ELECTRIGAL. SUPPLÉMENT. 


ELECTRIC 
MANUFACTURERS OF 
TELEPHONES, | 


79, COLEMAN STREET, LONDON, E.C, | 
- CHICAGO, NEW YORK AND ANTWERP. | 


ime | 


$ 


THE COMING RACE. 


HIGH EFFICIENCY MEDIUM EFFICIENCY. 


| In 1886 dynamos which returned 85 per cent. of the belt power as net | 
electrical output, were often talked of, but seldom met with. In 1891, || 

_ Owing to Crompton’s invention of the twisted and compressed system of | 
_ armature winding and other refinements in the construction of dynamos | 


_ and motors, several firms who are Licensees of the system, can guarantee | | 
a 10 per cent. higher figure. | 


This increase of efficiency not only means that there is a 10 per cent. | 
. reduction in the amount of the annual coal bill, but that there is the same 
. percentage of REDUCTION IN THE FIRST COST OF ENGINE AND 
| BOILER POWER required to drive these dynamos, and these reductions | 
. in cost greatly outweigh the small increase in price of the dynamos 
. themselves. 

: BEAR THIS IN MIND 


. when ordering dynamos and motors from CROMPTON & CO., LTD., the | 
_ inventors of the system. 


LICENSES TO USE THE SYSTEM GRANTED ON FAVOURABLE TERMS. 


SAMPLES AND SOS PARTICULARS ON APPLICATION. 


| CROMPTON & ‘COX LIMITED, 


Glectric Light and Power Engineers, 
MANSION HOUSE BUILDINGS, LONDON, E.C. 
WORKS: LONDON AND CHELMSFORD. si 


101 & 102, ST. MARTIN’S LANE, LONDON, W.C. 


(ESTABLISHED 


ELECTRICAL ENGINEERS AND MANUFACTURERS OF ALL KINDS 0? 
 BERCTRICAL TESTING AND TELEGRAPH INSTRUMENTS. 


SUBMARINE MINING sdb &o. CONTRACTORS TO H.M. GOVERNMENT. 


Hist Award Paris Exhibition 1889. © Only “Grand Prix” to any English Blectrical bi 


Telegraph Adaddresa: “OHM,” LONDON. Telephone No. 3852. | al 
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10- "AMPERE QUICK BREAK 
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LIBERAL DISCOUNTS. 


WOODHOUSE RAWSON UNITED, 


88, QUEEN VICTORIA STREET, LONDON, ry 
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+ "THE TELEGRAPHIC JOURNAL AND ELECTRICAL REVIEW. 
Mr. J. G.. LORRAIN, M.LE.E. M.LM.E., &c., 


PATENT. AGENT AND CONSULTING NGINEER, 


Consulting Engineer, Electrician and Patent Agent, 1, 


JAMES PITKIN, 


56, RED LION ST., CLERKENWELL, sucer | 


SPECIALITIES: | 2, MARLBOROUGH MANSIONS, VIOTORIA ST. LONDON, 81, 
Capt. HOLDEN'S Electric Chronographs, Volt and Ampère | OWNERS of the BERNSTEIN SYSTEM of ELECTRIC LIGHTING 


Reflecting Galvanometers, Locking 


and Firing Keys, Hydrometers. @ The lamps of this Company are of low resistance, axé 
PITKIN’S Electric ek: ee Lemes. d for re Mills, Coal | entirely free from the claims of other companies, bs 


| BRASS, GUN = 
PHOSPHOR BRONZE 

\ CASTINGS 

INGOTS, 


PITKIN & NIBLETT’S Explosive Gas Detecting, Re- | 
pon and Electric Alarm | 
Instruments. 


GARRETT’S MAGNETO BELLS & TRANSMITTERS. 
IMPROVED PRIMARY AND SECONDARY BATTERIES. |. 


SHEPPARD, ALLARTON & MADELEY, 


CLEMENT STREET, BIRMINGHAM, 


| MANUFACTURERS OF | ALBION METAL WORKS, 


BELLS OR GONGS|_ \ 


Of all Sizes and of Best Quality and Finish, 


FOR ELECTRICAL PURPOSES, 


sizes :—20 HP. to 100 HP. TUBE FIRING. 


THE SIMPLEST GAS ENGINE MADE. 


London Office.-80, QUEEN VICTORIA ST. 


| ANDREW & Coy., Ltd, REDDISH, STOCKPORS | 


Norfolk House, Norfolk London, ELECTRIC BELLS AND ) INDICATOR 
FRANOIS M. ROGERS, F.C.S., CEILING ROSES, CUT-OUTS, PUSHES. 


Philosophical and leerical Instrument Maker, ELECTRIC: LAMP (0, 


PHOSPHOR TIN, 


| 


ENGINE. Type of 24 H.P. Nominal. 


SPECIALLY ADAPTED FOR ELECTRIC LIGHTING. 1 
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BATTERSEA EA DYN) 
DINAMOS. MOTORS, | 
, (THE iE GULCHER ELECTRIC LIGHT «POWER Cu Nu 


BATTERSEA FOUNDRY LONDON sw |' 


J OSHPEL BOURNE & SON, 


MANUFACTURERS OF THE WELL-KNOWN 


STONEWARE TELEGRAPHIC INSULATORS AND BATTERY JARS. 


Thirty years these ufactures have been celebrated for a gl ee eee 
Browa Stoneware. White raite Stoneware. Brown Porcelain. . Porous 
Economy Strength and Durability combined. Prise Medal, Paris | 
Special Shapes for Telephone = À de Lighting Wires. | 
Works: DENBY POTTE NEAR D 
London Office: NEW ST. PANCRAS STATION EUSTO ROAD, NW. vee 


RAMSDEN, CAMM & COR. 


BE. GHOUSH. YORESHIRE, 
Iron and Steel Wire Drawers and Galvanizers. 


MANUFACTURERS OF 


TELEGRAPH, TELEPHONE AND CABLE WIRE, 


ic?  Contractors to H.M. Postmaster-General, the Indian and Colonial Governments and leading Railway Companies 
B. - SPECIALITIES :—FINE SIZES OF H.C. COPPER, GERMAN SILYER, &c., WIRES. — 


IMPORTERS OF FINE AND ACOURATE ~~ 


AMERICAN ERY TOOLS 


” 


QUICK SPEED 


MILLING MA MACHINES, 


SENSITIVE : LATHES, de. 
METERS FINE TOOLS IN GREAT | 


HEAVY POWER. vide 16 Different Designs. 
DRILLS. _ SEND As. FOR ILLUSTRATED CATALOGUE. 


CHARLES CHURCHILL à CO. Ltd. 


21, CROSS STREBT, FIN LON DON. 


GALLENDER’S BITUMEN TELECRAPH & WATERPROOF Co, 


101, Leadenhall Street, LONDON, Telegrams: “ CALLENDER. LONDON." Telephone, No. 4,185, 


LIVERPOOL: 36, Dale Street. 
Works: ERITH, KENT, Telegrams: “CALLENDER, PICARDY.” Telephone, 
UNDERGROUND MAINS : 
LAID COMPLETE ON CALLENDER-WEBBER OR SOLID BITUMEN SYSTEMS. 


LEAD SHEATHED WIRES AND CABLES. 
FOR UNDERGROUND WORK, HOUSE AND FACTORY MAINS AND SHIP WORK. | 
Concentric Cables—-ARMOURED-—Metal Sheathed 
AHRIAL CABLHS: 


and Particulars apply 0 TEE MANAGER, BATTERSEA FOUNDRY, | 
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Machine Sinds, & Small | 


Pats, = 


For TELEGRAPH ENGINEERS, OPTICIANS, MATHEMATICAL, SURGICAL, | 
| | MUSIOAL INSTRUMENT, TRUSS and CHANDELIER MAKERS, | 
|  STATIONERS, SUNDRYMEN, | 


BRASS AND COPPER SCREW WORKS. === 
GREEN STREET, | 


CSTIMATES Given TO Pa ATTERNS. 


VULCANITE & EBONITE. 
CELLUVERT FIBRE. | ~ 


‘SHEET, RODS, OR TUBES. SPECIAL REQUIREMENTS MADE TO ORDER, 
VULGANITE CELLS AND PATENTED SEPARATORS FOR SECONDARY BATTERIES. 3 


Pure Para Telegraph Strip, Insulating Tape, &c. Patented Non-Stretching Pure Rubber Inoue Ton 
Rubber Goods of all kinds for Electrical Purposes. 


PATENT COTTON “SIMPLEX” BELTING. 


For DYNAMO, MAIN, and OTHER DRIYWING. 


Valves, Sheet Rubber, Hose Pipes, Fire Hose, Chemical PRESSE Waterproof Garments, and all kinds of 
| India-Rabber Goods in Stock, and to Order. | 


PRICE Lists ON APPLICATION TO 


DAVID MOSELEY SONS, 


CHAPEL FIELD WORKS, 
ARDW Ick, MANCHESTER. 


| WARHKEOUSES: 
2, 4, & 6, New Brown St., MANCHESTER. | 57, Miller Street, GLASGOW. | 4 RE BRU ! 


14, Aldermanbury Avenue, LONDON, E.C. 20, Rue des Marais, PARIS. 29, Kl Reichenstrasse, U™™ 


INSULATING PRODUCTS 


THE TELEGRAPHIC JOURNAL AND ELECTRICAL, RICAL REVIEW, 
NOTICE. 


RAN KIN KENNEDY, Carntyne 
av are now the mowt perfect design and consiraction wad Dynamos combined 


ade f circuit with without C to the onl food, Ite ned the ma or 
parate. Alternatin current motors made for any circuit with or without Commutators, u e niter ng motors nt e mat 
| High power incandescent lamps 7 


G. > Z= L L, 
MAGNETO WORKS, SHEFFIELD. 


SMALE of STEEL and STREL WIRE adapted to the INSTRUMENT and BLRCTRICAL TRADES. 


MAGNET STEEL of the highest efficiency. — 


SWEDISH IRON, ABSOLUTELY PURE AND DIAMAGNETIC. - 


TOOL STEELS—ALL DESCRIPTIONS. 


cou ROLLED STEEL in all dimensions. COLD ROLLED STEEL tempered and po steps, 
SPRINGS, HELICAL, ‘SPIRAL, OR TO PATTERNS. 
Best Round Steel Wire Polished in Lengths or Coils, all gauges. a Wire, Polished ‘and Plated Music Wire, 


LA DYNANOS 


Specially designed to meet the reqüirements of Electric Light Engineers. 
For Arc or Incandescent Lighting, Direct ; Charging Accnmulators ; _ 
Transmission of Power; Electrolysis in all its branches, &c., &c. 
50, 100, 200, 400, 700 and 1,000 WATTS. | 


HAND-POWER DYNAMOS. | AGENTS. 


LONDON: ‘Paterson & Cooper. :: 
CONTINUOUS CURRENT IRELAND: The United 
and 
TRANSFORMERS. FRANCE: E. H: Cadiot, Paris. 


RUSSIA: Alphonse, Schtchawinsky, Bt. Peters 
(FOR SLOW SPEED). burg. - 


Price Lists and Particulars Free on application. 


AUSTIN & MYERS, Bltrcl Works, ARMLE Y, 


THE NEWTON ELECTRICAL ENGINEERING 
WORKS, TAUNTON. 


MOTORS. 


[Tighent Efficiency ; ; Beanty of Design; Moderate 
, Speeds; Best and Materials, 


3068 


NEWTON & HAWKIN Ss’ 


PATEWT 


NEWTON ARC Lamps. 


And every Requisite for Electric Lighting 0 
and of Power. 
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MOTOR 


Actuated by STEAM, WATER, BOT AIR, PETROLEUM OIL, &c. ; 


FOR ELECTRIC LIGHT INSTALLATIONS, INDUSTRIAL, DOMESTIC AND STABLE MACHINERY: WATER RAISING Bo, ta 


| BAILEY’S PATENT | HAAG8 PATENT | 
Lg BAILEY-FRIEDRICH . SAFETY STEAM MOTORS. | HOT- UE ENGINE. HIGH-SPEED STEAM ENGINE. 
{nexplosible Steady-Running, and Portable. Consumes quarts of water per H.P. per day only pi - 


HAAGS’ PATENT HAAG’S PATENT . BAILEY’S PATENT BAILEY’S PATENT _ BAILEY’s PATENT À 
WATER MOTOR. HIGH-PRESSURE WATER MOTOR.  ‘ THIRLMERE” WATER MOTOR. HYDRAULIG ORGAN BLOWER WATER MOTOR PUMPING ENGINE 
May be dri vor others y Town’s For use and places Much Telep A Mostly OR uy, used for drivin the Lifting portion of the 
oro r available where r pressures mos, 8m Light 
supply. | are available. Electric of Pipe Organs. nigher 


JUST PUBLISHED.—“ BAILEY’S MOTORS,” an Illustrated Catalogue of the various Motors manufactured by W.H.B. Le Co. Post Free, ETS 


W. H. BAILEY & Co. Ltd., "22276082," Manchester. 


if Globe 
Works, 


ROBEY & cos COUPLED COMPOU\D HORIZONTAL FiXED ENGINE, WITH PATENT TRIP GEAR; 
FOR CENTRAL ELECTRIC LIGHT INSTALLATIONS. 


Some of the advantages secured by the use vf this Expansion Gear are :—Great Economy in Fuel, 
Perfect Regnlarity in Ranning, Absence of Friction, Simplicity of Construction. 


ROBEY & CO. Globe Works, LINCOLNg 
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| FYNE TRANSFORMERS. 


Address: “ANYWISE, LONDON.” 


| | THE NEW DRILLING MACHINE 


Will bore Square, Hexagon, or any shape of Hole at one operation. 
PRICES AND PARTICULARS FROM 


SQUARE DRILLING MACHINE Ltd., 35, Parliament Street, LONDON. 


NEWCASTLE-ON-TYNE, 
| Glectrical and General Engineers. 


TYNE DYNAMOS, 


I'YNE ARC LAMPS, 


Complete Installations erected experienced men at 
home and AA, 


SPECIAL TERMS TO THE TRADE. 1a 
Complete Catalogue on application. 


LONDON: 110, Leadenhall Street. 
Lancaster Yard, Cloth Hall St. Huddersfield. | 
NEWCASTLE-0 E: Close Works, ~ Neweastie-on- 
JOHANNESBURG SOUTH AFRICA. « Mulhause” Johannes- 

burg. 4160 


ms ‘or London Office: 
ENGINE, LONDON.” 


ELECTRIC LIGHT ENGINES, 


SI NI TUIAM ANY 404 (NY 


Telephone No. 6648. 


\ 


SSVIO-HDIH JO 


‘SNOILYTIVISNI LHOIT 
ŒALdVAY ATIVIOHAS SANIONA 


for Works: 
ALLS GAINSBORO'.” 


À 


i 


BRITANNIA IRON WORKS, GAINSBOROUGH. 
London Oiices, Show Rooms and Stores :—MARSHALL'S BUILDINGS, 79, FARRINGDON ROAD, EC. 


Tel 


| 


‘KOILVIITddY NO 4344 ‘532144 HLIM ‘S4N9071VLYI GALVULSNTI 


SU31IO8 SYONVT® HSINUOO “WOUWIA 


Improved Independent Vertical Eogine with Moore’s Patent 
Crankshaft Governor and Balanced Slide Valve. 
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NOIA-RUBBER - COMPOUND 


, 
SECTION OF SHECTING 


z 
‘ > 
7/9) SECTION OF SHEETING. RSS 
4 ry 
64 uN 
- 
he 


Made om 4-Ply for Cylinder and Paced Joints to any thickness for woven surfaces. 


| | | À 
| fhe above, which can only be obtained from this house, is | The Centre from which the requisite elasticity is obtains 
recognised as the Most Efficient and Economical Jointing : . 

Material in use. lé is composed of a specially-prepared | | _ plied, and allow the expansion and contraction to be fully : 
India-rubber Compound, protected by a covering of Vul- | ! taken up. The covering being of Asbestos Cloth, intiarts ‘ 
canised Asbestos Sheeting, as shown above, and as it a protection to the centre and so prolongs iteglas- 


combines PERMANENT ELASTICITY WITH and Mash Tun Door Joints it is 
_ HEAT RESISTANCE, the advantages it 
possesses will at once be seen. 


BELL'S 


DEPOTS 


is the only Jointing Material which adequately | 6 à S ticity. For Manhole, Mudhole, Steam Pipe, 


On BELL’S ASBESTOS. 


DEFOTS: 
MANCHESTER: Cable Street, HULL: Humber Dock 
Blackfriars, Basin, 

| 


_ LIVERPOOL : 2, Strand St., James St, GLASGOW: 35, Robertson Street, 
BELFAST, DUBLIN, ANTWERP, BERLIN, BARCELONA, TRIESTE, LISBON & GENOA, |: 


AGENTS.—BIRMINGHAM— BELL & Co., 7, John Bright Street. CARDIFF: BELL & Co., West Bute Street. | 


BELL'S ASBESTOS BELL'S ASBESTOS BELL’S ASBESTOS. 
BOILER PRESERVATIVE | YARN & SOAPSTONE PACKING NON-CONDUCTING COMPOSITION, 


Will effectually keep Boilers clean and re- Is the BEST LOCOMOTIVE PACKING made. 
move any Incrustation, without injury 
to the Boiler Plates or Fittings. 


Will reduce 
loss by radi- 
ation, and 
saves 40 per 
cent. of fuel. SS 


COMPOUND HYDRAULIC PACKING |  — 


18 SPECIALLY SUITED FOR 


HYDRAULIC MACHINERY, ACCUMULATORS AND AMMONIA | #ent out 


AND ALL PUMPS. ary in bam 
therefore 


me, others sent 
| out wet. | 
LL _ All bags are marked as above: 


BELL’S ASBESTOS 


Oil sold as Bell's Asbestos 
Lubricant, & Cask, Drun, 
OF Corks not mark2d as 


| 
| 
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| Any customer recelying #1 UNS shown, is earnestly re ES? 
| À ae quested to forward us 
| x FA 
| + sample and particulars 
| of where obtained. 
ae WORKS À 
| | \ LA à] R IC 
| | Drums are marked as above. a Cask is cont out as above. ; All Corks are sealed a0 ab0v® 
| 


… —KDVANTAGES OF:ASBESTOLINE. 
ASBESTOLINE is the most efficient ‘Lubricant for, all. bearings. ; 
ASBESTOLINE is the cheapest Lubricant. 


1] 


ASBESTOLING seve om to 00 por cont. ofthe Ont of OÙ. 
6 ASBESTOLINE is the Cleanest Lubricant. 
ASBESTOLINE is favoured by Insurance 
ASBESTOLINE is the most Inodorous Lubricants | 
ASBESTOLINE is the safest Lubricant, its flashing point being 700 Pig | 
| ASBESTOLINE has beaten all other Lubricants in making trials.  j. SR 
ASBESTOLINE is applicable in and out doors in every dtaate. a euL' 


mi, 


 JCONSISTENOY OF ASHESTOLINE, 


to'm ces, is made in four | ASBESTOLINE 
| degrees of consistency, and CC. | and ‘afloat. It is also inval in works 
ASBESTOLINE A, is adapted to ordinary Land | © When the temperature 
Bagines and and out-door, in this country. | ASBESTOLINE : 300. is calenders, 
ASBESTOLINE B, a mee it is Steamshi and bearings are is heated by 
; climates, on desirable : sometimes is vantageously . 


in the numerous cases of special difficulty fn which thie best oils are ineffectual. This reputation is growing daily, because it 1s{based on the experience of 


of users-under the severest elreamétances any lubricant has ever been enbjected to, and not on mete isbors y teats and professional analysis 
ol‘insignificant quantities. It is used with marked success in Steel and Iron Works, Collieries, Cotton and Wool Mills, and other nee + ones In Cern Mills it 
has proved invaluable on the roller and other modern machines, In Saw Mills,on Machines going up to 5,000 revolutions per min ta wok has never been approached 
by any other lubricant. On Electric Lighting Machinery, and in Steamships of all sizes throughout the world, the success of upequalled. Many engines and 
machines of all descriptions give trouble and show bad results ,both in working and wear, when the car ee a onaieration. 


firms of the highest standing have given to it their powerful testimony and support. | 7 


SUPPLIED IN KEGS, 28 56 Ibs., or. dia : Tbs. | 
SPECIAL TERMS FOR LARGE QUANTITIES. 
IWPORTANT TO EXPORT MERCHANTS.—One Pound of “ Asbestoline ” equals 2 gallons of of où EPRRE 18 Ibs. 
consequently the saving in freight is very considerable, Liberal Terms are rie # ms. À 


BELL'S ASBESTOS 


DAGGER 


Under t this registered title are included the iacentlona of Mr. Field, and experience has me to be 
THE MOST EFFICIENT, DURABLE, AND ECONOMICAL PACKINGS ever made. They constitute such a 
combination of Asbestos and India-rubber as secures the maximum of elasticity and heat resistance, and they 
are therefore UNEQUALLED FOR EVERY KIND OF ENGINE. These Packings are being universally used by 
most of the leading Steamship. Companies throughout the world for ordinary Compound, Triple, and Quadruple 

ion Engines of the latest type. These Packings are composed of Rolled Asbestos Cloth, hut the India- 
rubber is placed in two forms to suit various cases. 


K=" In ordering, state whether square or round id required. =i 


BELL'S ASBESTOS GOMPANY, LIMITED, 


SOUTHWARK, LONDON, 
DEPOTS: + MANCHESTER : Cable Street, Blackfriars. LIVERPOOL: 2, Strand $t., James St. HULL: Humber Dock Basin. 
GLASGOW: 35, Robertson St. DUBLIN, BELFAST, ANTWERP, BEREIN, BARCELONA, TRIESTE, LISBON, & GENOA. 


AGENTS:—BIRMINGHAM: BELL & CO., 7, don Bright Street, BRISTOL: ROBERT STOTESBURY, 114, Rodel Stet 
CARDIFF : DEL CO, West Bate Sw, - 


ASBESTOS. | 
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LARGE ASSORTMENT 
STRAIGHT BRIGHT DRAWN 
RODS IN 
IRON, STEEL, AND BRASS, 
ROUND, SQUARE, 
AND HEXAGON SECTION 
IN STOCK. 


Offices 
1G FACTORY, | 
ROAD. 


it | 
À 


* 
4 
| 


: 


= - 4 

a 


SS SOMA 


8 


SKK TH E 


* . © 
. = 2 
- 


PARIS, 1889. 


pra i= 
17 
À te | 
; 
| 
i" | 
4 


Speciality: 


| | 


4INGS G 


| re 

Le 


+ 


SS 


N 


FAT CRE CONTRACTORS TO. 


HER MAJESTY’S GOVERNMENT 
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osm? WAR OFFICE, 
POSTAL TELEGRAPH 


st 


NT 


Sas 


RS 


« {| 


| 
| 


— 
— 
_ 
— 


C2 


| 
à] 


| SOLE AGENTS FOR J. 0. MOUCHEL’S HIGH CONDUCTIVITY COPPER 
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“emesior a practiont efficient 
Battery complete, Mines mp to miles, 2. 6 
| ‘above 2 miles, 3°10 ‘0 


4 PAT à 


| POWNALL ROAD, DALSTON, LONDON; 


8, PRINCES MANSIONS, VIOTORIA STREET LONDON, 
137, WEST REGENT STREET, ALASGOW - AND, se 
EAST DOCK BUILDINGS, DUNDEE! : 


y > ELECTRIC LIGHT AND TELEPHONE ENGINEERS 
OF DYNAMOS, ARC LAMPS, MEASURING TNSERIMENTS, 
1 | SILVER MEDAL INTERNATIONAL ELEOTRIO EXHIBITION. 1882. 


PHILLIPS BROTHERS, 
‘Glectricians; 
all mes AND WORKS: ‘THE LEA TELEGRAPH WORKS, -HACKNEY wick, LONDON £ 
| | MANUFACTURERS OF CABLES, WIRES, ‘TO ANY SPECIFICATION. 
MULTIPLE CABLES, AERIAL AND SUBTERRANEAN. 

India-Rabber, and Compound Wires of every description for Telephone and Electrie Ball Work. 


: 4 FANOY BRAIDED WIRES OF EVERY DESORIPTION. 3 
_oorron AND SILK COVERED, WIRES FOR DYNAMO: MACHINES, MAGNETS, pe. 


Engineers, Manufacturers & Cowtractors, 
GOTHIC WORKS, KING ST, NORWICH | 


DYNAMOS 


_ CONTINUOUS CURRENT TRANSFORMERS. a 


MOTORS. 


Specially Wound Dynamos to charge cells and supply constant | 
EMF, to Lamp Mains independently and at the same time. à 


LIBERAL THE TRADE. AGENTS WANTED. 4 
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INDIA RUBBER, GUTTA 


| Electrical Engineers and Tadia Rubber. and | util 
Manufacturers. | 


MANUPAOTURERS 


‘WIRES, INSTRUMENTS, INSULATORS, 
MACHINES, MOTORS, ARC LAMPS & FITTINGS, BATTERIES 
1 CARBONS, TORPEDO APPARATUS. . 


| for High ad Lew Ten Tue only 
has given complete satisfaction. — 

CONTRACTS sntered into for the ERECTION and EQUIPMENT of CENTRAL LIGHTING STATIONS, ‘the LIGHTING of 


 VULCANISED INDIA RUBBER. = 

HOSE, DRIVING BANDS, STEAM PACKING, WATERPROOF GARMENTS ail 

| FABRIOS, SHOE SOLES, MATS, VALVES, BRAKE BLOCKS, WHERE 

for CABS, CARRIAGES, BICYCLES, &c. SHEET, WASHERS, BUF 

SPRINGS, TUBING, SOLID CORD, FOOTBALL BLADDERS, 
BALLS, GOODS to any Pattern. 


JÉSONITE. 


SPECIALITIES IN EBONITE FOR CHEMICAL WORKS, 


INSULATORS, BATTERY CELLS, SPEAKING TUBES, SHEET and OD). 4 
. SURGIGAL APPLIANCES, PHOTOGRAPHIC ARTICLES, SORE 


| STOPPERS, PUMPS. 


= 


@ PSR — 


> 


. 
: 


GUTTA PERCHA. 
| TUBING, BUCKETS, BOSSES for FLAX SPINNING, GOLF 
SHEET, and TISSUE. 


‘ESTIMATES AND PRICE LISTS ON APPLICATION. | 


“HEAD OFFICES. 


1, cui ST, LONDON, EC. 


WAREHOUSES. 


100 CANNON ‘onal 


| 
. BRANCHES. | 
DU 15, St Andrew Street. 
POBTSMOUTH..... . 49, Street. 
BRISTOL..........-<... ... 28, Clare Street. 
NEWPORT, MOWN............ 119, Dock Street. 
CARDIFF. Pierhead Chambers, 
NEWCASTLE-ON- TYNE.. 6, Neville Street. | 
NORTH SHIELDS Borough h Road, | 
| WORKS. ch 
| SILWERTOWN, ESSEX. PERSAN-BEAUMONT, 
HEAD OFFICE don.” Silvertown, “ Graysilver, London 
BRANCHES" Silvergray ” (followed by Name of Town). | * India, 
E.C., and Published by the Proprietors, H. ALanasraa, Garauouss at 22, Paternoset 
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